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U. S. Witnesses 
Face 
in Oregon Court 


PORTLAND, Ore. ($ <- George 


Mintelly, ah outspoken 
sheriff's 


deputy, toclny resumes testimony 
in t7, S. District Court here 
that 


mishl place him in contempt of 
a stale Circuit Court, 
' Minlelly, who .earlier this Week 
testified before the Senate Labor 
Rackets 
Commilee in Washing' 


ton, is a government Witness in 
the federal wiretap case 
against 


big Jim Elkins. 


Elkins, a Portland gambler, and 


his employe, Raymond Clark, are 
accused of illegally tapping 
and 


recording telephone conversations 
of Tom Malonoy a Seattle 
race 


track figure, and others. 


, % Elkins is the alar witness in 
a 


'state -investigation of vice 
and 


corruption here. Elkins said 
that 


Maloney, certain Teamster Union 
officials and others conspired with 
Poitland Dist, Atty. William'Lang- 
Icy to expand and control vice op- 
erations in Portland. 


Some CO persons have been 
in- 


dicted by the state on more than 
100 charges in the year-long in-- 
vestigation. 


. 
Minielly and 1 1 other 
county 


••''and slate officers 
were 
ordered 


by State Circuit Judge Charles \V. 
Redding not to testify at the fed- 
eral trial about the raid on Clark's 
home in which a set of tape 
re^ 


cordings was seized. 


Judge Redding based his ruling 


on the fact that the raid had been 
declared illegal — because it was 
toascd on an improper search war- 
rant sworn to by Langley. Judge 
Redding earlier threatened 
con- 


j j tempt citations against 
anyone 


who defied his order. 


.But U. S. District Judge William 


East Has declared that the later 
seizure of the tapes by the 
FBI 


^was legal 
and 
that 
testiminy 


about them will be permitted in 


"• his court.''" ~ 


Contract Lit for 
University Building 


THE BIC EYE—The giant axle of the world's second largest 
telescope Is ridden Into position by n construction worker high 
above the flppr of the observatory at St. Michel do Provence, 
France. The 1'/2-ton mirror for the telescope Is being completed 
in Paris. When finished the big eye will be second, only to the 
telescope at Mount Polomar, Calif. 


LI-MILE ,H0eK (#) - The 


Sweetser donslfucllon Co. of 
otteville Wfls awarded a 
Contradt 


today to btiild a student apnMhrient 
at the Utilversiy of Arkansas ott a 
low bid of $618,424. 


Henry Yocum of El 
Obi-ado, 


chairman of University 
'Board 


of 
rustees, 
said 
that 
he 
was 


pleased With the bid, "which 
is 


Very favorable in view of the fact 
that the federal Home and Fittane* 
ing agency had estimated that thd 
cost might run as high 
ooo.' 


as $907,' 


Nine bids ranged up to $745,000.- 
Tc building, which 
will 
have 


100 apartment units, will 
be 
fl' 


nancod by federal funds 
and the 


Tornadoes, Rain 
Force Texas 
Evacuations 
DALLAS 


out 
of 


Flood 


dozens of 


waters 
rivers, 


money 
rentals. 


will be repaid 
through 


'IS1 Juror Declares 


Judges Got 
Illegal Money 


LITTLE ROCK 
'A mfember 


of the Pulaski County Grand Jury 
has complained to that body that 
the Arkansas County Judges Asso- 
ciation has received tax money il- 
legally from counties, 


•:•'•) 
James K. Walls oif Little Rock 


made the allegalipn during a two- 
hour session of the jury yesterday. 


The grand 
jury decided to • in- 


vestigate and Foreman Dari T, 
Sprick said he would name a 5- 
man committee today or^Wohday 
to check into the 'charge, 


Wells said counties .had no right 


to pay tax money to the judges 
association and contended that the 
association used the proceeds to 


jy "lobby" i during the recent Jegisla- 


live session, 
• 
v • 


He said he did not think that 


was right either, ' 


Wells, who works - for a rent-a- 


car agency, gave no reason for 
his intrest in the judges associa- 
tion. 


Sprick and Wells ,sai4 the ajle, 


gallons were support9d by docu- 
ments secured 
from 
11 county 


clerks — including those in Pu- 


Ouachita, Jefferson, -Clark, 


Residents Told 
to File State 
Income Taxes 


LITTLE 'ROCK (fl3)'—A "concert 


ed effort" will ibc made, to "catch1 
persons who fail to meet the May 
15 deadline for filing state income 
tax returns, state Revenue Com 
missioner J. Orville Cheney said 
today. 
"\,'-' 


This will include those, who far 


to file a return although they owe 
no tax, he said. 
, \ 


Roby Bearden, Income Tax -Di- 


vision director, 
said 'he' expecis 


about 67,000 return 
to v'.be .filed 


this year, or . about 10,000 more 
than last year. 
•>>,"'-'', 


Last; year, / lihe^..slal<j»s£collepled 


apprbximately 14,300,000 from the 
income tax with a'bout five million 
of the amount coming from indi 
vidual .incomes. 


Income tax legislation passed toy 


the 1957 General Assembly is ex 
pected to (boost income tax 
reve- 


nue toy about five million dollars. 
The new law will ;apply to Ihis 
year's incomes on which Ihe tax 
}vill 'be paid in 1958. 


vj> Bearden said those who file late 
Will 'be subject to a 10 per cent 
penalty while those who fail to file 
at all will be subject to a 25 -per 
cent penalty. 


Garland, Montgomery Grant Hot 
Spring Bradley Cross .and Cleve- 
land counties, 


The jury foreman said some of 


the documents were elajrns 
filed 


by the judges association for var* 
ious amounts of money and others 
were 
warrants 
issued 
by 
the 


counties for payment of the mon* 
ey, 


Sprick said the warrants weie 


,, ^issued for 'the state purposes of ad*' 
?.Wvertising the cquntjes ^nd to ob- 


tain additional county revenues, 


WeJJs said the money 
actually 


was spent 'by the 'asgpgjation lor 
"Jpbbying." 


Hq .contended that the tax mpn- 


•ey was paid to the association im' 
properly because it, is nQt 8 phav 
le.vecj organigation or fl1 gpyern- 
inent fjgengy. 


Wells said that since"* t)^ records 


of only II counties were checked 
. *> there was "no telling JW\Y nweh" 


•'T .money tjie 
assopia.i}o.n had 
rp« 


He said ho was 
toe grand 
jury to obtain an scgjQnn,yng 
association fund? 
to 


of 


Denies Wanting to 
Limit Oil Probe 


WASHINGTON I/P)"— Horace 
L. 


Flurry has denounced as "false" 
a charge that he favored a "more 
limited' grand jury investigation 
of oil price boosts, 


Flurry has quit his post as a 


lawyer with the Justice Depart- 
ments anti-trust division alleging 
that his superiors 
impeded the 


grand jury probe which 
he was 


conducting. 
- 
• 


Yesterday, Assistant Ally. Gen, 


Victor R, Hansen, head of the anti- 
trust division, 
accepted 
Flurry's 


resignation, Hansen 
said Flurry 


was removed from the case some 
timfe ggo because he refused to 
cooperate with two superiors, W, 
Wallace KJrkpatrick, No. 3 man' 
in the division, and Worth Rowley, 
chief of its trial section, 


Flurry, who had been a trust- 


busting government lawyer for 16 
years, said this charge 
of non- 


cooperation was "untrue," 


He . also 
challenged 
Hanson's 


statement that FJurrys 
superiors 


"believed that a very thorough, 
complete investigation should be 
made of the oil companies in* 
yoived, whereas you believed a 
more 
limited 
investigation 
was 
desirable." 


14 Convicted 
in Oklahoma 
Liquor Case 


By KEITH K .KIN G 
TULSA, Okla,. 'MR — Tulsa Police 


Commissioner Jay L. Jones, sus- 
pended Police Chief Paul J. Liv- 
ingston .and 14 .other, men were 
convicted 'early 'toda'y of plotting 
to break a federal 
law 
against 


bringing liquor into legally 
dry 


Oklahoma. 
, 


A U. S. District Court jury 
also 


adjudged two of the defendants — 
guilty of conspiring" to sell 
the 


whisky wholesale and retail with- 
out paying special taxes. 


• ;-:'Six . of the convicted are 
sus- 


pended policemen,, 
all 
,, 


members 
of -the '—'"vice " i 


squad. 


The jurors, more than six hours 


in reaching: their, verdict in the 
eight-day-pld trial, acquitted 
a 


17th 
of both charges in the two- 


count indictment against all 
the 


defendants.. 


Earlier, judge Royce H. Savage 


had acquitcd three of .the original 
20 accused, .including 
the Tulsa 


Tribune's 
Pulitzer Prize hopeful, 


reporter Nolen Bulloch. 


Judge Savage set 
sentencing 


for May 3 and continued $1,000 
bond for each;;of: the 
convicted 


men, 


Those convicted on both counts 


wore Martin Edwards, 36, 
and 


John Hood, 50, who! could be sen- 
tenced to a total of six 
year im- 


prisonment and $11,000 in fines. 


Tho charge of importing 'whisky 


to the state, dry for all its 
50 


years of statehood, is a misde- 
meanor punishable by a $1,000 fine 
and a year, in Jail. The tax eva- 
sion count is a felony carrying a 
peanlty of five years in prison and 
a $10,000 fine. 
: 


Benson Calls 
for Rehash of 
Cotton Prices 


NEW ORLEANS (fl 
1) —Agriculture 


Secretary 
Ezra 
Benson 
today 


called for re-examination of the 
basic law governing collon 
price 


cunlrols. 
' 


Benson told the 33rd annual cohr 


vcntion of the 
American' Cotton 


Shippers Association that recent' 
favorable developments — increas-. 
cd exports and reduced carryovers 
— should not be allowed to lull the 
nation into complacency, 


"We must not wait until, having 


disposed of surplus number one, 
we have built up surplus number 
two. 
We should not wall with male-! 


ing changes until they are forced 
upon us." 


The nexl few years, "while we 


have the soil bank and 'the surplus 
disposal 
programs," 
he 
said, 


should be used to change to a pro- 
gram more in the interest of cot- 
ton farmers. 
. '• 


The agriculture 'secretary 
ar: 


rived here yesterday after making1 
an1 informal Inspection' 6f 
far', 


conditions in eight s'outhern"stales? 


Benson asked of the cotton pro- 


gram,' because of the pride suii- 
port requirement in -the basic law, 


Morl^et 
Downward Slightly 


NEW YORK (0— The stock mar- 


ket edged downward on balance in 
"fairly active trading early Friday 
aftoynogn. 


"just how the mon,py wa,a' spent." 


motors 
and some 
oij§ 


inovcd briskly. Oils with interests 
in the Middle East lost ground on 
uncertainty over the 
Jordanian 


crisis. 


Bethlehem, and Chrysler 
were 


actively traded in 
tne waUe o| 


their record earnings, reports. 


FORMER ATTORNEY SI £§ 
BBWTPN, 
(UP- }-r- Fred 
W. 


Mp}3.onald, 7.8, 8 former North Lit- 
tle Rock, pjjy attorney, died at 
,hi§ hojnj? here yesterday. 


He wa§ a graduate of the Uni- 


versity oi Arkansas Law School, 
and had served a.ls« as city at- 
torney at Ployis, jj. M-. IV 
1' spvi 
eval years. He flMyesj to, Ferndale, 
in P-Ulas&i Sftujity,. In jgie., where 
he oggraled & $m'$ and wa.s 


li* retirement- 
,..-,. 
„ ,.,-? Ws wife and 
sister. fuopfju ^oj'yicps are to 


Arkonsan Saved 
From Death 


FT. 
LEAVENWORTH Kan. 
Ifl 


— The Army board of review at 
Washington has set aside a death 
sentence imposed 
upon Roy T, 


Dunnahoe, 25, of 
Rt- 1, - McGe. 


hee Ark. 
the post 
information 


office announced today, 


The sentence as affirmed by the 


joard 
was 
dishonorable 
dis« 


charge forfeiture of all pay and 
allowances and 
confinement for 


life at hard labor, 


Dunnahoe has been held at the 


U, S, Disciplinary Parracks here 


production controls','loss of mar-1 
kels for cotton, and contiahus sur- 
plus disposal operations." 


•If this is true, he said, "would 


it not be well to re-examine tho 
price support objective?" 


American farms, Benson, said, 


are in the , midst of greati scien- 
tific and technological changes, 


"Production per worker has dour 


bled in the last 15 years. Cotton 
production per acre has increased 
65 per cent. This creates a new 
dimension, in farm 
policy 
and 


makes it virtually impossible to 
curtail agricultural output with the 
typo of controls acceptable in our 
society." 


The agricultural revolution, he 


said, "is he blind spot in present 
farm price-support policy." 


Benson said when surpluses a 


reduced "cotton farmers will feel 
that acreage allotments should be 
increased but under present .law in- 
creased allotments for cotton rale 
unlikely despite surplus reduction. 


If this legislation is retained, he 


said, "it is difficult to foresee the 
time when total acreage allotments 
for catton of 17,600,000 acres for 
1957 and. 1958, he said, and the 1950 
acreage allotment could be in the 
neighborhood of 14 million acres,. 


Twenty-five years ago, 
before 


the acreage control program, Bom 
son said cotton grew on more than 
40 million acres of United States 
farm land, This year's acreage is 
likely to be one-third of that fig- 
ure. 


"-=•• Before 
American, 
cotton 


court 


since December, 1954, 


The former1 sojdjer 
wa.s 


martiaied at Flakkaserne, 
burg, Germany, on a charge of 
premecJiated murder by stabbing 
of Wilheim Sieber a German na- 
tional, on or about July 14, 1954, 
at Munich. 


The board of review set aside 


the finding of premcdiated muv 
der and affirmed a ponvietion of 
unpremediated murder, 


Search Renewed for 
Mother of Five 


H.QR.A.TJO, W) --Officers and voj- 


unieors today planned to 
renew 


a search for a 33-year-old mother 
«f five children, who disappeared 
from her home here early yester- 
day. 


growers began lo hold Ihe 
price 


umbrella for foreign cotton pro- 
ducers," he said, "cotton produc- 
tion aboard totaled 
II million 


bales, This past year foreign cot- 
ton production was twice as great, 
25 million pales," 


In a similar period,, Benson said, 


synthetic fibers production has in- 
creased 
from 
an 
insignificant 


amount to an equivalent of more 
than 14 million bales each year. 


Meanwhile, although the world 


has 
500 million 
more 
people, 


worldwide consumption per person 
of all fibers has increased 
only 


from 8,g pounds to 9.6. 


Benson said that for years it was 


claimed the cotton program cost 
the government nothing, since sup- 
plies wre held in line with mar- 
kets, Put, he said, .the Commodi-- 


nnd crooks In much fo Texas to 
day, 
flooding lowland and forcing 


hundreds of persons to evacuate. 


Torrential rains up to 
eight In 


ehes lashed a wide area of the 
stale yesterday and a barrage of 
at least six tornadoes struck 
In 


central and cast Texas, injuring 
five persons and causing properly 
damage csllmaled at more Ihnn a 
million dollars. 


The cloudbursts conllucd today 


in 
south and 
central 
Tfcxaa, 


Mirny areas braced for more flood- 
iiiR as virtually every river and 
creek 
in north, 
central 
and 


south Texas were 
expected 
to 


rcnch now crests today and to- 
morrow. 
: At Kennedy In the once hard-hit 
drought area of Karnes County, 
high winds accompanied a down- 
pour 
that dumped 1.50 Inches 


Of rain within 20 minutes. 


Police ordered Ihc evacuation or 


500 families in the southern part 
of Dallas in anticipation of a flood 
on the rampaging Trinity 
River 


today. Tho river was expected to 
hit 
n crest of 44 feet, six feet 


iabove major flood stage. 


Trees between 75 and 100 feel 


high In Ihc once-dry river botom 
were half'submerged in the swirl- 
ing, 
muddy water as the Trinity 


continued to rise half a foot 
per 


•hpur. 
. 


3 The total evaucalion in 
south 


^Dallas was expected lo reach 1,500 
vto 2,000 families. A 5.10 inch rain 
Drenched Ihe city yesterday. 
j'iTho Department of Public Safe- 
;ty said the little community 
of 


Comanche, 120 miles southwest of 
:Fort Worth, was virtually isolated 
by flood waters from streams in 
the area. All roads were repoi-ted 
jclosed, power was out and telc- 
"prones were shut off. 
.' -At Killccn in central 
Texas, 


thcavy rains lust night forced 100 
families from their homes. H i g h 
'winds at nearby Fort Hood, Tex., 
'blew the roof off. the officers; cliib,' 
thV motor pool building and tHe 
stands at the'baseball' stadium. 


Damage from the tornadoes yes- 


terday was heaviest at 
Tyler 


where a twister roared across the 
eastern edge of town. It hit 
two 


elementary 
schools, the 
junior 


high- school and 
more than 400 


homes.'-Some 300 children cscap-1 
ed injury, 


An eight inch 
ruin caused a 


flasr flood at Hamilton, 70 miles 
west of Waco. It washed away a 
building and several cars on ; a 
parking lot. Water swirled 4'/a feet 
deep around the. courthouse. High 
winds during the storm blew down 
the front wall of a theater, but no 
one was hurl. 
MORE 
, ' 


Aluminum Food 
Containers Planned 


LITTLE ROCK I/?)—Victor Metal 


Products Corp, 
has 
announced 


plans for manufacturing what it 
calls the first aluminum food and 
drink containers in the nation 
at 


Newport, 


Victor Muscat of New 
York, 


president of the firm, said yester- 
day that the present factory here 
wilt be expanded. About 400 per- 
sons are employed by the firm's 
Newport plant at present. 


R, D, Tlberis, vice president of 


the firm and director of the fact 
tory here, said it was not known 
immediately how many extra jobs 
would be created by the expansion, 


He said Ihe proposed containers 


will be used for beer 
and 
soft 


drinks, 


News From 
State Capitol 


State Capital Bureau 


LITtLB ttOCJK, April 2ft (Spcc- 


Ifil)—The state Board of Finance's 
investments in bonds Issued by 
local Industrlol development cop 
porrttions will shortly move over 
the $1,000,000 mark. Through April 
1 the board Mod acquired 
issues 


aggrcgntln only $510,000 under Ihu 
two-ycar'old net but 
It is com- 


mitted to take up two more Issues 
in the near future which together 
total $600,000, necroding to Frank 
A, Storey Jr., the board's execu- 
tive secretary. 


These are $200,000 of n Senrcy 


Industrial Development 
Croporn- 


lion Issue to 
llMancc 
the 
Clni'y 


Corporation Installation nnd $400,- 
000 In bonds Issued by the Arka- 
dolphin corporation for the Teclum 
project. 


The state has already invested 


In $400.000 Helena-West Helena In- 
dustrial Development Commission 
bonds to. finance-Insinuation of n 
Mohawk Rubber Company plant, 
$80,000 issued In West Memphis for 
the United Wood Company plnnt, 
$44,000 of n Vnn Burcn Industrial 
Development Corporation Issue to 
construct a. factory for the 
Kny 


Chair Company and $45,000 .(with 
another $30.000 scheduled for early 
purchase) issued by the Montgom- 
ery County Industrial Development 
Corporation tor a factory for In- 
dianapolis Qlove Company, Inc. 


Those are all first lien obliga- 


lions secured by mortgales on the 
property Involved, and, says Mr. 
Storey, 
protected 
by 
insurance 


which guarantees rental payments 
sufficient to amortize the bond Is- 
sues. They Were purchased nuclei' 
the 1955 act which permitted in- 
vestment of 
up to $1,000,000 of 


Stale Treasury balances in Ihc lo- 
cal corporation; bonds with Ihe ap- 
proval >of the 'Finance Board, 
which is composed of the gover-- 
nor, 
state auditor, slate treasur- 


er, bank commissioner and stnte 
comptroller. 


The 1955-got: represented n radi- 


cal departure- from the 1931) legis- 
lation which perm itod invesment 
of State Treasury balances only in 
U. i S, gpvet'nment bonds and dli 
reel r$$eral;,;;30blitfaUon 'bonds' of 
the state of Arkansas. 
; It was conservative legislation, 
however, compared to 1957 cnact- 
mcnts which not only threw wide 
the gale Into the stale Treasury 
but also prepared the way for 
state 
agencies, including 
those 


holding funds In trust for retire- 
ment purposes, to invest in the 
name of ."Industrial development," 


The 
State Chamber of Com- 


merce has coniplled a comprehen- 
sive list of 1BB7 legislation in-the 
industrial development field. It in- 
dicates ,how deeply Ihe state and 
its political'subdivisions have 'be- 
come embroiled in the Industrial 
development "program." 


Act 545 authorizes payments up 


to $50,000 in the 1957-59 bienium 
to security dealers for selling first 
iion serial coupon bonds of local 
industrial ' 
tions. 


Act 
520 


Crump Home in 
Memphis Sold 


The t>!g 
ibaek 


home of Memphis' 
laic 
political 


leader 'fi. H. Crump hns .been sold 
for $42,000. 


Thd sale lo Joseph T. Mason, 


office manager for an accounting 
firm, was disclosed today. 


The comfortable 2-slory home Is 


of colonial design. 11 was bulll In 
IHOI). 


Crump died In 1054 leaving the 


residence to his widow, Crump's 
sons, 13, II. Crump Jr., and Itoberl 
M. Cnlmp, inherited II from their 
mother, who died last year. 


Winners in 
Flower Show 
Here Friday 


Winners In the flower show Fri- 


day, sponsored by the Hope Fed- 
eration 
of Garden 
Clubs, lire: 


Kwcepstakes for 
arrangements 


wont to the Iris Club; 


Sweepslakes for Junior Garden 


Club, Junior Iris Clulb of Ogieslby 
School; 
• ' 


Sweepstakes for 
Ilorticullure, 


Mrs. 
A. A .H albert, Iris. 


Arrangement .Classes: 
Class 1 
1-Irls, "Mrs. Coy Breeding 
and 


IMrs. J. W. Cunningham; 2- Jon- 
quil, 
iMrs. Carroll Yocom and 


Mrs, 
Bllllo iRue Seals; 3-'Azclea, 


Mrs. 
R. L. 'Broach and Mrs. Sid 


(Rogers; 4-Lllac, Mrs. H. C. Whit- 
worth, 'Mrs, 'Lloyd KInarcl, Miss 
IMaibcl (Ethrldge. 


Class 11 
1-Irls, 
Mrs. Owen Nix, 
Mrs. 


Claud Sullon, IMrs. A. A. Albrit- 
ton; 2-Daf fodil, Mrs. Homer Jones, 
IM-rs. J. V. (Moore Jr., Mrs. Wayne 
Russell; 3-JLilac, Mrs. Guy Down- 
ing, IM-rs. A. C. Ball; 4-iJonqull- 
IMrs. Wallls Monorc, IMrs. George 
Byrd. 


Class 3 
1-none; 24ris, Mrs. Will Ed Wal- 


ler; 3rdJDoffodil, 
Mrs. 
William 


Roulon, 'Mrs, iHarold 
.Brents; 4- 


Lilac, IMrs, Carl Grecnlec, 
Mrs. 


Troy Greenlec. 


Class 4 
, IrG&rdenia, Mrs'. P. H. 
We>bb, 


'' ' 


Brown Charged 
With Giving Out 
Illegal Circulars 
i 


Formal charges have been filed 


against 
J. L. {Brown, local rdsU 


dent, in connection with the dla* 
trUbtitlon of Unsigned literature the 
night 
ibeforc a cilywide election 


Inst Wednesday, it was announced 
today by C. V. iNimn Jr., d&tntty 
pi'osecuting attorney. 


iHe was arrested yesterday .and 


released on a $1,000 Iboiid. (Brown 
Was 
questioned election eve by 


the deputy prosecutor after phnttip- 
lets were tllstrlibutcd door-to-door 
urging Hope voters to cast their" 
'ballots against the city manager 
plan. The measure carried toy a. 
3 to 1 majority. 


The wan-ant charged 
Brown 


with unlawful printing und distri- 
bution of political circulars 
In 


Hcmpstead. 
The law 
says all 


•printed matter In a political cam- 
•puign must 'be signed. 


development 
corpora- 


appropriates $600,000 
, 


from the industrial development 
revolving fund for inveslment 
in 


second lien bonds of local Indus- 
trial development corporations. 


Act 47 authorizes any city 
or 


town or board, including firemen's 
and policemen's fund boards, to 
invest in (he bonds and increases 
(he Finance Board's investment 
auahority for such bond purchases 
from 
Treasury 
balances 
from 


?J, 000,000 to $2,000,000. 


Acl 567 authorises creation of the 


Arkansas Deyelopbent 
Finance 


Corporalion 
and empowers 
tho 


pur- 


Mrs. 
1C. ''F. 'Baker; .2JLilac ,,Mr,s, 


iJi hv, Cole, .Mrs. i!Gray don' Ap thony ; , 
3->Azalea, "iMrs/" *'iRoy 'Stephchson, 
'Mrs. 'R,:iL. 'Broach andi;Mi's, Hen- 
drix 
Spragglns; 4-Daffodil, IMrs.. 


Jim LaGrosso, Mrs. Don West- 
torook. 


Class 5 
1-Gardenia, Mrs, florton Barber, 


IMrs. (Lynn Harris, Mrs. 
'Jim O'- 


Neal, iMrs. Albert .Jewell; 2-JE. P. 
Young Jr., Mrs, George 'Frazier, 
Mrs. Lloyd Guerin; 3-Rose, - Mrs. 
Allen, iMrs. Luck, IMrs. 
Dodson; 


4-Jonquil, Mrs. Calvin Hare. 


Class 6 
1-Iris, Mi'.s. A. W, Martin, Mrs. 


ILahroy Spates; 
2->Jonquil, 
IMrs. 


Carl Zugg, Mrs, Martin; 3-Daffo- 
dil, IMrs. William Tolleson, 
Mrs. 


Floyd Leverelt;. 4-Azalea, 
Mrs, 


J. I, iLieblong, Mrs, Oliver Adams. 


Class 7 
1-J. M. May, 2-Manuel Hamm, 3- 


E. L. lArcher, 4-Jack Hogg, 
Car- 


roll Yocom and K. E. Ambrose, 


Class 8 
1-Mrs, Oberlhier of Texarkana; 


2tFulton 'Rose Cluib, Mrs, Sam Me- 
Gill; S-'Elizalbeth' Bridewell. 


Junior Garden Club 
Class 9 
1-Pansy Club, Ogieslby 


Roads Bureau 
Okays Fourth 
LR. Bridge 


LITTLE ROCK 
Ml — The, U. S. 


Bureau of, Public Roads today ap- 
proved preliminary plans for lo- 
cating a fourth bridge here and 
the proposed route of a 
Little 


Rock by-pass, state Highway Dir- 
ector Herbert Eldrigc anounccd. 


Eldridgc said approval was con- 


tained in a letter 
from P. 
E. 


Schenke,.. acting engineer here of 
Ihn Bureau of Public Roads. 


The highway, director-noted how- 


over, that actual conduction of 
the bridge and by-pass, as a part 
of the new interstate sysetm, is 
some years away. 


According to the Highway De- 


partment's preliminary plans, the 
by-pass route would run from , the 
point near' Mablpvale 
on 
.U. S. 


School 


Ogieslby 
Garland 


5th grade; 0-Iris iClub, 
[School; 3"Aualaa iClwb, 
School, Carolyn Hall, 'Mary AJice 
Caslon and Genie. Lowe; 4-Daf- 
fodil Club, Paisley Fifth 
grade, 


Class JO 


Cluib of 
Oglesby; 2-Daf- 


• " 
• 


fEfdridgc said, the by-pass would 
avoid built-up .areas but that "by 
the time we get around to ^getting 
serious about the route,, some 
of 


lie open areas may have become 
built-up so we will have to change 
tha< location 
again." 


Schcnke's letters complimented 


the Highway Department for bo' 
ing the first. In'the bureau's Reo in 
0, comprised of Arkansas, Texas, 
(Oklahoma and 
Louisiana, 
to 


-'.'reach this status of completion 
for .this phase of inlerslale work." 


Infant Son of 
J. E. Burns Dies 


Jesse Earl Burns Jr., infant son 


of 'Mr, and 'Mrs. J. E. Burns of 
712 East Division, died in a local 
'hospital last night. 
Graveside r 


services will 'be held at 1 p. m, 
Saturday 
at Holly 
Grove Ceme- 


tery. 'Arrangements are in charge 
of Oakcrest '.Funeral Home. 


fodil Club Paisley 5th grade; 
3- 


One Killed in 
Nebraska Storm 


ty Credit Corp, now 
for export at six to 


sells 
cotton 


seyen cents 


Pavkl 


pillahunty 
said 


reported that 
his 
vanished 'between § and 


5 a,rn. Tuesday. 
• The sheriff said the hunt 
for 


Mrs. iJastael was suspended 
Jasj, 


night but th^t, it would b.e rcsunv 
,ed th}s morning. AP-ov»t ?ao 


below the domestic price. 


The corporation had a net real- 


ised Joss of 535 million dollars on 
the 9,397, 330 bales sold in the past 
15 months, ov close to $60 a bale, 
he 


Neb, 
— One 


com.b«l thp area avound 
t h i s 


west 


as 


iovvu 
yesterday. 


quoted Uve 
husband 


H>een 


oy.er the death Qf 
hcv 


Wayne 


pi 


.months 


Equipment Installers 
Return at Little Reck 
WTTM3 RP.CK 
W- Approxi- 


mately 8Q 
equipment, 
installers-- 


.employed by Wesley", }2leetnc in 


' 


son was killed ond 18 others hurt 
as a tornado swooped down on 
this 
little 
southeast 
Nebraska 


town of Jess than l.ooo }«st night. 


The body of Paul Cast, 76, w.as 


found an the. wreckage of his farm 
home jo miles southwest of here 
early 
today, 
Sheriff 
Ray Welch 


said Cast lived alone. 


Between 75 and 100 homes and 


business establishments were de* 
mojlshed or damaged 
as 
tovns» 


does dipped down in rural areas,: 


Memphis Sofety 
Record Broken 


MEMPHIS W) -This 
city's. Jon* 


spst period without a traffic fata. 


Class 11 
1-Junior Iris Club 


in 16 
years ended today 


jx turned to. wads today 


a one-day suspension. 
employes \vprs suspended 


i>y Jhp company ye$tevd.ay aftev 
{in Unofficial wajliuut Wednesday. 
Tlw installers Ml tlxpiy joiis in 


with Ti^as employes, 


a,re Juvi^yed in ? iUsUlp with 


pv-n- 


Wy 
WAeii a moving van went out 
of 


cp4itrol and hit a man waiting at 
3 bu§ Stop. 


Tne victim was identified 
as 
John iB,rown. 


'Memphis had gone 65 dtys with, 


a fatal accident 
\yhen the 


,ap occurred, jt came less than 


i% Jwriji after police announced & 
revival of the "IQQ deathless days" 
campaign of 1851 when the 4ty 
\v«at m. days without a 
traffic 
death. 


day record 
was 


days. 


State Board of Finance to ,,„.- 
chase the first $5,000,000 of bonds 
issued by the corporation plus 50 
per cent, on a matching basis with 
other purchasers,, of any addition- 
al 'bonds issued. 


In addition the legislature ap- 


proved for submission at the next 
general ejection 
a constitutional 


amendment lo permit cities and 
counties to issue bonds for devel- 
oping industry to be 
secured by 


a special lax of up lo five milis 
on assessed properly. 


Whether 
the state's 
primary 


purpose is to promote industrial 
development or whether it is main* 
ly concerned with making invest. 
mcnts whichrwill return the most 
for its money depends on the viewt 
point. 


Finance Board Executive Secjv 


tary Storey says his interest is 
purely in seeing the slate's money 
invested where it will draw the 
most interest The investments to 
date in five per cent first mort- 
gage bonds he calls "bluo chip " 
which could "easily 
be sold 
to 


private investors." The interest 
Iho state receives is directed by 
Jaw 75 per cunt to General Reve- 
nues and 2,i per cent to the Se- 
curities Reserve Fund. However, 
the law 
authorizing purchase of 


$5,000,000 or more of Development 
Finance Corporation bonds direcjs 
all the interest be credtied to the 
Securities Resene Fund. 


Mr. Slorey indicated that while 


he did not actively oppose uppins 
the Finance Board's authority to 
purchase local corporation bond? 
to $2,000,0,00 he did not initiate the 
proposition. Most of the 1857 legns- 
la lion including thp Finance Po.r? function is 75 
pvration law, 
was 
prepared 
by mwth t«( the 


William Nas-h, Little fltteU altur» gum's F.uyou, 
ney 


Pansy club, 'Oglesby 5lh grade; 
4-Azalea 
CJub, Garland, 
Candy 


'Shivers, Sue Puckell, Carla Jane 
Reeves. 


of ' Ogieslby 


3rd and 4th grade; 2-Paisley, Ju- 
nior Dmffodil 6th grade; 3-iAzalea 
CluJb 
of Garland, Becky Willis 


and Nancy Billings; 4'Pansy Club, 
Ogieslby 6th. 


Children's Homo 
Benefactor Dies 


ROCK, —(UP) — The 


Arkansas Children's Hospital here 
was the major 'benefactor in a 
will which 'has 'been fijed in Pu- 
laski Probate Court. (Lawrence C. 
'Merrill died here 'March 10 at the 
age of 81 years, 
, Jfe owned a .pawnshop here, had 
interests in loan companies at El 
Paso, Tex., and Aibuquerque, N. 
5$., and had ibeen in the credit 
Business here for several years. 
. The amount ,of his estale was 
rjot ninde public, pending inven- 
tory, -but Attorney 
Thomas 
C. 


Trim'ble. Jr., said the figure would 


' - 
will listed 10 
substantial. 


other beneficiaries. 


tPW 
V1CKSBURG. Miss. Wi — Yancy 


B., Tuner of Pine Bluff, Ai'k., was> 
apparent low bidder 
with 
$i8,C10 


fpc construction of Arkansas Rhxv 


stabilization works and pile 
repairs at JJins's Payou, 


Little Rock College 
Has a New Dean 


LITTLE .RQiCK (/P)-Dr, Nicholas 


W, Quick, Assistant to the presi- 
dent of iTex,as A&M, was named 
dean of Little Bock Junior College 
here last night. 


Quick, who also will direct the 


junior college's evening division 
was selected by the Board 
of 


Trustees to succeed Dean E, Q, 
Brothers who is scheduled to re» 
lire at the end of the 
current 


school year, Quick will assume his 
new duties,Sept. I, the board said, 


Only 7 Governors 
to Attend Meet 


WASHINGTON WH-Although in- 


vitations went out several 
weeHs 


ago, 
only seven of the nation's 23 


Democratic ' governors 
have ret 


plied they will attend a party con- 
ference here May 4, 


Democratic 
National Chairowi 


Paul M. Butler invited the 8QV» 
crnors for a conference with con,« 
gressional leader? to 
exchange 


views on related state and fed* 
era! problems. The meeting will 
precede a $10Q fund-raising dinnep 
which leader? hope win put a kjg 
dent in the party's deficit of morg 
than $400,000, 


The .seven governors who so fay 


have accepted 
arc 
G. 
Mennon, 


Williams Michigan, 
Pryjlle 
L, 


Freeman, 
Minnesota, James T, 


BUtir Jr, 
Missouri Averell H.aj-s 
riman, 
N.eW 
York 
Raymond 


Gary, 
Oklahoma, 
Gcerge_ 


Leader Pennsylvania, and 
G. CJement Tennessee. 


the U. S. Corps of Engineers 


Col. M- Bavschdprf, district 
ea- 


gine,er. said the site of the 
con- 


miles 
above Ire 


vlsansf.s R|vcv 
at 


Jefferson County, 


The Weather 


Scattered 
ghowcrs 


thunderstorms today and 
net much change in li 


Experiment Station 
i 
1 


24-hours ending a' 1 a. m- 
High 72, Low 61, pyejplulL_.,,., 
inches! 
TptaJ 
prccipitaUftft 


April 13.17 inches; ~ ' ' 
fur year 31-88 


- , S v;< 
' 


Satarfay,'Apr?! 
H O P ! S T A R , M 0 f f » A I R A N I A I 
Pa§a Tlirtf 


1ETY 
II L. II 
1 


PH8«« ?4431 i«w*«n 8 A, M. and 4 P. Mi 


Calendar 
•';•;..-.,;. 


Tuesday Apfil 36 
: , . 


The Jett S,'- Graces 'StindSy 


School Class of the MetHodi^t Chur- 
ch will have-3 p&t 
ill6k 
?- dinner 


meetihg Tuesday, 
April SO^lt. 7 


o'clock, Hostesses are 'JMrs.'.'Gurtis 
(Moran 
I'Mrs. Lelarid •'> Wafmaek, 


Mrs, Giles Fostef, Mf;s, 
. M, (E. 


tienson, Mrs. Jimmy Cook 
and 


Mrs. CeSter Uuht. All members 
aid urged to be present. ': 


BKdal Shbwef. 


were Mrs. John Odell 
and Mrs. 


Gilbert Odell. 


Mrs. 
Brown Will Be fememlbefecf 


here as Betty Faye fetffi Who now 
resides in Oclofirt, TeXas where shfe 
is connected with 
the school sy< 


stem, 


out of town guests included Mrs. 


fcarl Madley of OkhTtilged, Okla' 
sister of the bride. 


. ' James Bcowrt • 


•Mrs, James Scow* .-Was compli 


merited Saturday evening" April 
20 With a 'bridal shower 
at the 


home of Mrs. W. T. .Mines. 


After 
the playing-of 
several 


games, the honorce Was ; present- 
ed With rhahj' loVely gifts,. 


Refreshments were served 
to 


the twenty-five- •present and many 
who were unable''.!?' attend 
sent 


gifts. 


Assisting Mrs. Mines as hostess 


TODAY* « e 


DOUBLE FEATURE 


NAKED GUN 


MIMt 
PARKER-WWAt-HaclANl 


— 
PLUS — 


DANIEL BOONE 
TRAIL BLAZER 


STARTS SUNDAY 
What Happened 
to "Julfe" Oh 
Her Honeymoon? 


UrfiQA, 


4I^MlPV V^PVPvMr^VIv i 
hriiSKUWNl 


JULIE 


An Arwrprodurton > 


MATINIC MONDAY AT 


, 
2:00 P. M. 
, 


(BANANA BOAT);'' 


BELAFONTE 


'•i-v Colypso Singittf 


Sentotion of the 


Dorothy Dondridge 


- 
% 
Easily founS Wprrftatioil on%prin- 


history ad 


;ch4«f 
;material 


.«< 
l world, 
arranged a}ph*b€tJcally 


. 


>conrrt&' of ,a}t the 'attempts 


sensitive story pf 


foremost woman 
to 


Taken from 
series o| 19 
explaining the $elieft pf )« 


churches 
the Unltetf 


nent data cpuld n<rt 


feri^fly itery, J)eftin4 


et- wtte t 9»>4 fews* ,in 


WWp* 


¥ .'*, *•' 


CfilurtibUs 


Improving Storage 
Space 
1ft 


rooms other than kitchen ahd bflth 
Was the demoftstration given 
by 


Airs. T. M. 'MeCot-kel 
when the 


Columbus Home 
Bemohstrati&fl 


Clvtb met at 
the hotne of Mrs, 


frank 
Oelafiey for 
its tegiilflf 


meeting. Reports were .given 
toj' 


the following 
leaders: <3ardeh« 


iMrs. J. E. Delahey; Poultry' Mrs. 
J .C. 
Hipp; • Clauset'Mrs. 
•lte<f' 


Evans; Horne 'Wtanagefnefit- Mis« 
•fieulah Hicks; and 'Hdme Grounds' 
Mrs. 
Hugh Gilbert, 


Mrs. J. E. 
'Delaney, president, 


opened the meeting with the group, 
repeating the Hotrte 
Oemonstfa'' 


tion Club women's creed. Mt-Si' 
Frank Delaney/gave .the devotion' 
al. Mrs. Leo 'Eivans;- called the roll 
with each rhettifce'r 'answering with 
her favorite tree, 
••''•.•••'i 


DtTring the 'business 
meetlng» 


the 
June Council meeting Which 


is to be Held in Columbus was dis- 
cussed. Mis. Fred Caldwell • ' . l^d 
the recreation with 
'Mrs. fivan* 


winning the prize. 
.••'••'•••• 
•'••'•••', 


The hostess assisted'-toy 
Mr?, 


Gilbert served ,refi;efih'rnentsy The 
club adjourned, to.' m'efef with ffllrs. 
Jl E. Delaney' in" May-> 
''• 


Baker 
• 
. 


A series of slides, shdwirtg'. dde- 


quate' home storage was shown 
by Mrs'. I7orrain'e-B.'Wylie, Home! 
Demonstration Agent,' .when:'' the 
Baker Home .'Demonstration Club 
met at the home 6f Mrs. IRoy Ba- 
ker for its April' meeting. 
"< . 
: 


•Mrs. J, W. White; president; pre- 


sided during the ibUslness meeUrlg." 
Plans were m:ade" fo'r a 
Mother-' 


daughter party to "lie fteld Fridny, 
night," Mays; at the home of MVs.. 
(Merlin Cox in observance., of' Na- 
tional Home Demonstration 'Club 
week. 
' 
, 


The meeting was1 called to order 


toy the group repeating the ttomfr 
D'emonstration 
• Ctab -. women's 


creed. 'Mrs. Boy Baker 'brought 
the. devotional, followed 
iby. the 


gr,oup repeating • the lord's pra>«, 
er. 
• 
, 
' 
, 
- 
. 
• 
The hostess 
assisted Vy 
JCa 


rol iBaker served a dessert plattf 
after v/hich the'_ cluto.'adjourned 
to mee't with Mrs. Giis foster in 
May/ ' 
• • 


New Books in 
Hempstead 
Library 


9inTfrror>*-H«vt to 
Run a Club 
. 
. -,. . 


A practical- handbook which cov- 


ers all '.phases, of # .successful club 
operation. .Club leaders will find, a 
Vea-Hh of. Oractieftt1 a4viee. on, hew 
to solve legal ptotolems^ ..how t« 
inore^se 
,Tnemjt)ei??hip. how ', to 


obtain and handle speaker j, how 
to- publicize meetings and ideal on 
how to plan interesting "programs, 
There i& a concise 
" summary of 


how 
parliament**? . 


works and definitions of 


Mfols in Hope 
Schools for 
Next Week 


•MfcfltfS W biS Setved in 


weefej 


Hope 


High S&H&6I 


— Saiibecued 
Pork 


Leaf, (Lifflas, Corn Fritters, Car- 


' l p g , ComBfead, Peach half 


, Milk. 
day — Meat Loaf 
and Gra- 


Btltte^d -Ride, Green Scans, 
flbie, afid cheese salad, Sis* 


dlllt, Bitttfef, dPeanut Butter cookie, 
AWk, 
. 
= 


dnesday •*">. Turkey ..and dress* 
Whipped sv/eet Pdtatoes, Sut- 


terBc?' f*«as( fiiscilit, Jelld, Cookie, 
Milk. " 


UHdfty *~ Meat Salad Sand- 
,; Pdtai6 dfilad, Cherry Cob- 
bltr, Alfflt; 
Tfiday '*^ .S'panich Rice, Season- 
ed, 'GWeftsY SpHn^ Salad, dorn- 
'', . tfak« Square, Milk. 


led the world in 1955 spun 


production with an output 


6f 630 million pounds, reports the 
Japan Chamical Fiber tAssn. 


DOROTHY DIX 


Her Steady's Seheol Hero 
and It's Turned His Head 


Dear Dorhy Bix: Stcvic and 1 


were going steady. We had our first 
quarrel Ins tweek. He played, the 
lead in our class play, and' Was 
such a success that the girls have 
toeen swarming around him ever 
since. Me pays less and less atten> 
tioh to me. How can I reCaptUrS 
his interest? 
SfitMA 


Dear Selma: Play along with the 


crowd, dear. Don't show your jeal* 
ohsy; be as appreciative of his ta« 
lenls as (he other girls. His sudden 
popularity will die as a new hero 
takes the spotlight. Then a slight' 
ly chastentd Stcvio will be quite 
contently with his old steady. 


Dear Dorthy Dix: <I'vt always 


toeen a sociable, fun-loving person, 
with plenty of friends both male and 
female. My husband understands 
my disposition. Recently we me! 
a new couple. After seeing them at 
n few parties, the man 
got fne 


aside and asked me not to speak 
to him in front of his wife, as she 
is the jealous type. 


(Personally. 1 think she has a 


right to be. 1 donl like his attitude, 


iri fact, I'm afraid of him. 


Should I tell 'his wife she has 


hothing to fear from me or let the 
ftlater drop afld igttore him as ffiltcli 
as possible? 
DlANN® 


Dear Dianne: What you ihtefid 


as good fellowship might easily IbS 
misinterpreted as flirting 'by those 
not in the know.' Temper your matt; 
ner, especially with new pe'ople, tltt« 
til you know the wife is not the 
jealous type. 


In the case of your new friends, 


don't approach the Wife directly, 
but turn a group conversation to 
the question of your manner, If 
everyone agrees that your disposl« 
tion is outgoing rather than preda» 
tory, she should toe reassured. 


Dear Dorthy Dixi Our class prom 


is coming up soon, Several Weeks 
ago I asked a 'boy,to go. Me said 
He'd be delighted, (but he might Hot 
toe able to get off work. Naturally 1 
wanted 
everything 
settled, so 


when I didn't hear from him I 
called again. Mis mother took the 
message and said she'd have him 
call back. He never has. 1 don't 


want IS faaftg if p>st of ffi?Seil 
teat tftSutd like .tef- [be Stife .of an" 
escort. San i 6all any 


Deal tMerdre: Since yflu'Ve 


flo sueeeis phoning the fetf, It? 
writihg him a ttOte. Explain that 
you'd like to haVe an answer by 
a specific date — to give you time 
td ask another boy if he can't make 
it. 


„, 
. 
(W) — two juniors 


a"t Soittrern 
State 
College 
here 


HaVe been elected to top offices of 
the student body. 


President is George Platt; 
of 


Magnolia, and vice president 
is 


Virgil Dollar of Hutlig. 


^_-_ __ -_--) 


. The name 
of 'Panama — loca« 


tion 
of the 
'Panama Canal *» 


means "many fishes." 


HIADLINE BEAUTY 


Our 


Salon - Styled 
Cut and Coif 
DIANE'S 


BEAUTY SALON 


7-3118 


EDITH 


204 So. Main 
DIANE 


Wondtr Working Formula Glvti 


Amazing Relitf Prom Pains of 


RHEUMATISM, ARTHRITIS 


aftdl- 


ft iift't n««jery M> fat plaeuttt by 
irtfl £6ifli of fh*orftati»(tl, af 
th6HiiJ 16 o hoifilf6l-f«5f*d, J 
8«iS ffififlule toilet) MUV 
.have aistsvsrid ih*y ten 
paln-frig hauH. And r«u w« las! 
tu PI**, ffflptoriil MUV5 


(1) N*w PKUVd 


'la 


pelrtl 6f 


pain, (2) S»ti u^ a pafA bwt\tt 
»*J6fl«tafy di)lr*i«. (3) Wariti 
eaui« it'i abtftfbed IA.IH* 
fluttHy. 
(4) Atti w!)h6ut uplttttej lh§ 


»tottidch. . (I) &!»«» fft6f« cbrnttrt Irt wdfk 
tifid »!«*p. (4) (atii anly p*nft!*» a day, 
(?) CihfalnS Vifartirt C— id «Jchtlal td 
rfielnf«fldfti< ol *!o!»ie!)y Irt tinftedting lit' 
iu*t ih Idtftlt and bbdy a.*rt»fally, In ca)« 
6f i*v«fe palht t** youf doclof. 


PfiUVO iJ §uaf6ftf«*t). Uu half tht lab- 
isis in th« $t.S<3 balM*. If nai »atiifi«d 
with Hit t«uift, ftim balflftt* (6 wsfetf 
fai" mdrtsy back. Cs la yauf eth>||iil to' 
day, Iniisl dh PRUVS. Only (ft P(?UV5 d> 
you get ii> ievtn way f*li*f— th*p* It no 
iub«iiut«. The fa>t« Hatelidi iff* ai J?.40. 
Medium ilisd bdtt!« al $4.03; et j)*l »ti* 
eeft«roui blj 75 tdbltt iit* a) $t.iO. 
Available al all tJfuj Slofii, 


Pruvo 


John P. Cox Drug Co. 


616 or 7-4617 
We Give SJ.H Green Stamps' 


GLOBE 


x)AND 


ACCIDENT 


'I/O. 


'GROWING and SERVING You in the Western, Midwestern and Southern States 


Announces To All Residents Of... 


HEMPSTEAD COUNTY 


A representative of Globe Hospital Plan is required to contact 
you in the next few days* Watch for him!... Welcome him!.. • 
He wants to help you!.. • Have confidence in him! 


YOUR GLOBE COUNSELOR 
•jtT'lj^^^wni^Jt'K^^Tt^^^^H 
. . . has been carefully selected and trained 
. . . is licensed by your state insurance department 
. . . a salaried emnlovae. is bonded bv a lanre surel 


' 
''/ v *S'' * 


: 


' • ^ 


inequtrfa ajwe way? wtumnwaw 
^ffxi 


This licen§^ is your issMraufce that the 0l9b§ 
,$&v/ 
R«pr?§«ntativs whc eentacts you 1§ fully qyalififd 
., ^-' 


IQ give you ccmpJete service. 
1 Ask le see it when he wllfi. 


i. 
^ 
Ik 
MAMK AI>HCB.M.ejlUAIUI 


i MS wiyyc wtc ana AV«IUCM> lusHjauwF VWI»K 
Mi IteeiKed to^rve yjWJrtidyduMfgtlt OMpJajf 
of l»«ns« js ngt intended 19 shew ^ nd9f§ement 
, 
, 
,. ( , -, 


MTTtI 
APIf 
i f^i\i\i 
"4-'.,;: : 
•'.••'. 
:>'-,:' ':• 


'"'i-^-. " • -P'O'/j^^i -- *', /"'i' 


""i 
T 


' r ' 


' /J ~ 
j 


HOPE STAR TV GUIDE 


WEDNESDAY PROGRAMS 


KCMC-* 


•J55 ff*oc*l & Regional 


Stews 
9:00 Captain Karikaroo 


ff:65 Weather 
(B:OO Video Varieties 
tt:a54Garay Moore Show 
0:30 Video Varieties 
9:30 Strike It Bich 
VO.-W Valiant t»dy 
10:85 Love «ot SLafe 
£0:SO Search Sfor Tomor- 


row 


•D:W t^yznan^ Witness 
•I:*) New* 


Counted 
11:10 As toe World lurns 
•2:M Our Miss Brooks 
18:10 ffferm Digest with 


Views Ac Weather 


1 :JO Bob Crosby Show 
*:»0 Brighter Day 
S:ft5 Secret Storm 


:DO Jimmy Dean Show 
0:*5 Afternoon Show 
•:0fi Adventure TOieatre 


; f}:00 aiickey Mouse Club 
*:m News, Bill <Gill 
•:ftO Weathennan 
0:15 IDouglas Edwards 
i 
STews 
*:30 Eiia BO! Hickok 
W:«0 "SMie WaUonaiue 
W:80 SWe gSot « Secret 


Hour 
•:00 Arthur 


"Show 


10:00 Original AmVteur 


IHour 


«a:flO Ozatk Jubilee '- 
aa:30News. .Sports jand 


Weather 


KTBS-3 


'C: 30 Test Pattern 
7:00 Utoday 
7:25 lx)cal News 
7:55 Local News 
®:00 Home 
tflrOO "Xhe Pxice is 
19:30 Tirutti or Conse- 


quences 


EO:OO Tic lac Dough 
aO:30 It Could Be You 
81:<H) Close dp 
Hl:30Club«0 
02:30 'IPenn. Ernie fiord 
1:00 NBC Matinee 


"Tlheatre 


2:4)0 iQueen For a Bay 
2:45 Modern Romance 
3:>00 Comedy Tome 
3:30 Bar 3 Ranch 
•6'JOO Local News 
*:OO Local News 
"6:10 W«atherZacts 
«:351Litae Rascals 
"6:30 Adv. <ot Jam Bowie 
7:!00 Kraft TV theatre 
*:WW«d. Night Fights 
*:«5 Sports Eoundup 
i 


9.100 Nayy Ex>g 
i 
9:30 Father Knows Best 
aO:'00 Peoples Choice 
10:30 News and W«ather 
10:45 Musical Spotlight 


^iOO Tonight 


tt2:W Sign Off 


KSLA-12 


•6:30 Jimmy Dean 
^6:45 Ark-La-Tex 


. 


7:W Your P,astor 
?:fl5 Capt. Kangaroo 
7:85 CBS News 
7:'55Stu ilyden 


Ag^Siunmary 
*:«0 Ctariy Moore 
18:30 Arthur (Godfrey 
»:30 Strike at Rich 
Om Valiant Lady 
30:25 Love <of Lite 
30:30 Search tfor 


Tomorrow 


aO:«5 (Guiding Light 
tl :«0 TBA 
M;30 As the World Turns 
12:80 Bon (Owen News 
, 


32:10 Ag/Weather 


Summary 


12:15 PTA Speaks 
12:30 House Party 


1:00 Big Payoff 
1:30 Boh Crosby 
2:00 Brighter Day 
2:15 Secret Storm 
2:30 Edge of Night 
3:00 Lois Holmes 
3:30 Life With 


Elizabeth 


4:00 Al's Corral 
5:iOO Mickey Mouse 


Club 


*:00 Early Edition 
(6:15 Play it Safe 
(6:30 Soldiers of Fortune 
7:00 The Millionaire 
7:30 I've Got a. Secret 
8:00 20th Century Fox 
9:<00 Arthur Godfrey 
KiSO iRosemary Clooney 
aO:DO Ctolden Playhouse 
10:30 Final Edition 
10:45 Command 


Performance 


12:^00 Vespers 


KXAR-1490 


Program Highlights 
Music and Trews all 


HOPE STAR TV GUIDE 
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6?• 


Nam* Tlut TvM- 
wi* 
Ctm*« 4t Witt 


CHANNEL 6 


TUESDAY 


CHANNEL 12 


The Ufl* »f Night 
M.. UtfchT 


CHANNEL 6 
CHANNEL 12 


CHANNEL 6" 


TUESDAY 


CHANNEL 12 


CHANNEL 6 
CHANNEL 12 


Pogel2 
HOPE STAR W GUIDE 


FRIDAY PROGRAMS 


KCMC - 6 


6.55 Local & Regional 


New* 
' ;«!•_ 


7:00 Captain Kangaroo 
7:45 News 
7:55 Weather 
8:00 Garry Moore Show 
8:15 Video Varieties 
8:30 Garry Moore Show 
8:45 Video Varieties 
9:30 Strike it Rich 
10:00 Valient Lady 
10:15 Love of life 
10:30 Search for Tomor- 


row 


10:45 Film Fare 
11:00 News ' 
11:10 Stand Up & Be 


Counted 


11:30 As the World Turns 
12:00 Our Miss Brooks 
12:30. Farm Digest with 


News & Weather 


1:00 The Big Payoff 
1:30 Bob Crosby Show 
2:00 Brighter Day . 
2:15 Secret Storm 
2:30 Edge of Night .. .. 
3:00 Jimmy Dean Show 
3:45 Afternoon Show 
4:15 Adventure Theatre 
5:00 Mickey Mouse Club 
6:00 News, Bill Gill 
6:10 Weatherman 
6:15 Douglas Edwards 


News 


6:30 Beat the Clock 
7:00 Mr. Adams and 


"Eve 


7:30 Schlitz Playhouse 
8:00 West Point Story 
8:30 Zane Grey Theatre 
9:00 The Lineup 
9:30 Person to Person 
10:00 Crossroads 
10:30 Peoples' Choice 
11:00 The Vise 
11:30 News, Sports and 


Weather 


11:45 Late Show 


KTBS-3 


6:30 Test Pattern 
-7:00 Today 
7:25 Local News 
7:55 Local News • 
8:00 Home 
9:00 The Price is Right 
9:30 Truth or Conse- 


quences 


10:00 Tic Tac Dough 
10:30 It Could Be. You 
.11:00 Close Up 
11:30 Club 60 
12:30 Tenn. Ernie Ford 
1:00 NBC Matinee 


Theatre 


2:00 Queen for a Day 
2:45 Modern Romance 
3:00 Comedy Time 
3:30 Bar 3 Ranch 
6:00 Local News 
6:10 Weatherfacts 


" 6:15 Fisherman's 


Roundup 


6:30 Texas Rangers 
7:00 On Trial 
7:30 Big Story 
8:00 Cavalcade of 


Sports 


8:45 Red Barbers 


Corner 


9:00 To be announced 
9:30 Life of Riley 
10:00 To be announced 
10:30 News and Weather 
10:45 Musical Spotlight 
11:00 Tonight 
12:00 Sign Off 


KSLA-12 


6:30 Jimmy Dean 
6:45 Ark-La-Tex 
Farmer 


7:00 Your Pastor 
7:15 Capt: Kangaroo 
7:45 CBS News 
7:55. Stu Hyden: Ag., 


Summary,; 
ff 


8:00 Garry; Moore" 
9:30 Strike it Rich 


10:00-Valiant Lady 
10:15 Love of Life 
10:30 Search for To- 


morrow 


10:45 Guiding Light 
11:00 TEA 
11:30 As the World Turns 
12:00. Don Owen News 
12:10 Weather-Ag. 


Summary 


12:15 Book Corner 
12:30 House Party 
1:00 Big Payoff 
1:30 Bob Crojby 
2:00 Brighter Day 
2:30 Kdge o.£ Night 
3:00 Lois Holmes 
3:30 Life with 


Elizabeth 


4:00 Al's Corral 
5:00 Mickey Mouse Club 
6:00 Earljr Edition 
8:15 Jiuvenile Problem 
6:30 Beat the Clock 
7:00 Mr. Adams & Eve 
7:3» Playhouse of Stars 
8:00 West Point 
8:30 Zane Gray 


Theatre 


9:00 The Lineup 
9:30 State Trooper 
10:00 Frontier Doctor 
10:30 Final Edition 
10:45 Movie Premier 
12:00 Vespers 
KXAR-1490 


Program Highlights 
Music and News all day 


HOPE STAR TV GUlDfc 


CHANNELS 


Thurs. 7:30 P. M. 


PbgcS 


7:30 


CHANNEL 12 


Thurs. 7:30 P. M. 


8:00 


WEDNESDAY 
CHANNEL 6 
CHANNEL 12 


fcOOs 


FRIDAY 


CHANNEL 6 
CHANNEL 12 


"Whatsoever t&y soul <fe-» 


siretlT, 1 will evee (fok its foff 


1 Samuel 2<Jr* 


,. Eongj experience qualifies 
aa t« render the> types o5 
herpfull^ understanding: sei;-* 
vice; whfcft* the peopfe of 
this community have ai 
xtght; to expect, 


HOPE STAR TV GUIDE 


MONDAY PROGRAMS 


KCMC-6 


16.55 JLocal & Eegional 


Stews 


5:500 -Captain Kangaroo 
^:«5 Slews 
"5:55 Weafeer 
*:W> Video Varieties 
18:30 Arthur «GodIr«y 


UXme 


SdOO Video Varieties 
®:30 Strike It «ich 
30:00 'Valient S^ady 
10:t5 tt^ove <ol ttjife 
30:30 Search for Tomor- 
row 


tO:«5 House Barty 
31i«0 Wews 
Sa-.aO IStand 5Jp and Be 
Counted 


33:30 As She World Turns 
32*0 «Our Miss Broods 
32:30 Farm SDigest with 


sNews & Weather 


H;»0 The Big iRayott 
tiSOBdb Crosby Show 
2*0 Brighter 53ay 
I2:a5 Secret Strom _ , ; 
32:30 Edge tot Wight 
3300 -Simmy 33ean Show 
3:45 Afternoon Show 
"4:15 Adventure Theatre 
35:00 Mickey Mouse Club 
«:<00 Sfews, 
«: 


33ouglas 


«:30 Voice «ol Binestone 
•fcW) Strove9Jucy 
5:30 S3ecenSber Bride 
ffi^OO Sheriff <ol Cochise 
*:30 Talent Scouts 
S;«0 Fond Theatre 
S9:30 "IJexas fa SReview 
tO:«01RTire Service 
1&SOO IReople Are ¥Hmny 
11:30 JSews, Sports and 


Weather 


KT6S-3 


<6:30 T-est Pattern 
7:00 "Today 
7:25 Local News 
5:55 iLocal News 
«:00 Home 
9:100 'Etoe SPiice as Right 
9;30 IStuth 
iquences 


tO:«0 Tic "Xac ©ough 
fO:30 It Could Be 
M: 00 Close Up 
11:30 Club *60 
32:30 "Xenii. '^Ernie Ford 
1:00 53BC Matinee 


2:00 Queen lor a Day 
2:45 Modern Romance 
3:OO Comedy Time 
3:30 Bar 3 Hanch 
5:45 Spec. Tax Elec- 
tion Report 


K6:tOO Producers 


Showcase 


7:30 frontier 
8:WO TWs iis Your Uile 
i8:30((0zae sand Hamett 


foe announced 


SOangerous 
Assignment 


10:30 tfews and Weather 
10:45 Musical Spotlight 
11:00 Tonight 
12:«0 Sign Ogg 


KCLA-12 


W^O JTammy J3ean Show 
*:45 Ark-la-X-ex fflarm- 
•er 


Castor 


7:15 Captain Kangaroo 
J:45 CBS News 
7:55 Stu Hyden Ag. 
Summary 


»:DO<Garry Moore 
«:30 Arthur Godfrey 


* 


•9:30 Strike it Hich 
10:00 Valiant Lady 
10:15 Love of Life 
10:30 Search for 


Tomorrow 


10:45 KJuiding Light 
13L:«0 TEA. 
tl:30 As She World Turns 
32:flO ©on KJwen Hews 


:10 Weaflier/Ag. 
Summary 


12:15 Window on the 
World 


12:30 House Party 
1:00 The Big Payoff 
1:30 Bob Crosby 
2:00 Brighter Day 
2:15 Secret Storm 
2:30 Edge of Night 
3:00 Lois Holmes Show 
3:30 Life With 


Elizabeth 


-4:00 ATs Corral 
S:00 Mickey Mouse Club 
«:«0 Early Edition 
<6:15 Hayride 
«:30 itotin Hood 
7:00 I Love Uucy 
7^30 IDeceiriber Bride 
S:iOO Burns & .Allen 
8:30 Talent Scouts 
*9:00 Studio One 
10:00 Free Speech 
10:30 Final Eation 
10:45 China Smith 
11:15 Vespers 


KXAR-1490 


iProgram Highlights 


P. M. Tunes at the 


HOPE STARTV GUIDE 
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8:30 


December 


Spring 


MONDAY 


CHANNEL 6 
CHANNEL 12 


SUNDAY 


CHANNEL 6 
CHANNEL 12 


8:00 
tt*rriiif. 
Lucille Rail 
w*ww 
and Otf Amaa 


MONDAY 


CHANNEL 6 
CHANNEL 12 


Uectric 


with RmuU RMIM 


SUNDAY 


CHANNEL 6 
CHANNEL 12 


Page 16 
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N*. AMW 
8-ft. TAPE RULE 
Kg black minbm on Vi in. 
wt.il. blod.. Chrom. plat- 
•d COM. Ikil* padc«j in 
ptaitic bev wMi naanify* 
ing Iwn in cov*r 
Scwcial cn«7«. 


No. 299 
UTUTYKNK 
Cutt wall-beord. v*n««r( rub- 
bar, Me. Topt for ecwntncj 
carroM. liaftt-vmghl oluini- 
mm w* 5 blooV. and 
blod. cjuoni in hcmdh 


N*. HSU 
OffSET MP CHISEL 


No. H1252S 
CHISEL SET 


(withnwtalh«U*r) 


Four UIM in •« — >».* 


!'.-, h. long. TwoJon. 
plorfc hand!.. 


N«. 133H 
SPIRAL SCREW DRIVER: 


. 


Vi in. bit fumiihtd. Handy for hoaw and ihop. 


No. H1247 
HOCK PLANE 
Id.ol far light 


f work. T«mp«r«d 
' Mh.Mki.awad.rli 


at$l.§7. 
.- 


HMk. II «. long. Won't band •> 


SQUARE 
^™ ~7 
t«M>,»y a»ti»»r.. 


HOPE HARDWARE CO. 


HARDWARE 


1025. Elm St. 


FURNITURE 
Hope, Ark. 


APPLIANCES 


Phone 7-2271 


Ill 


HOPE, ARKANSAS. SATURDAY, APRIL 27^1f97 
[ 


KCMC-Channel 6 
KTBS-Channel 3 
KSLA-Channel 12 
KXAR-Radio 1490 


WEEKLY PROGRAM GUIDE 


SUNDAY THROUGH SATURDAY 


HOPE STAR TV GUIDi 


SUNDAY PROGRAMS 


' KCMC-« 
7:45 Test Pattern 


Music 


S8:00 sLamp Unto My 


Feet 


!8:30fx)qk SJp and Live 
•9:00 <O. jl.'ah Action 
•!9:30 Camera 3 
10:00 Let's Takfe a Trip 
10:30 Big Picture 
41:00 To be announced 
12:40 News in Brief 
42:45 How Christian 


Science Heals 


1:00 IRevival Hour 
1:30 Churches *& Oirist 
:2:00 Oral sRobei-ts 
2:30Hinshaw 'Quartet 
3:00 I.. Welk's Top 


'Tunes -and 3Sew 
Talent 
*:00 <(®dyssey 
2>:00 My friend STlicka 
t>:30 Dr. Christian 
«:00 All Star Theatre 
"6:30 The Champions 
"7:00*G. E. Theatre 
"3:30 efi. Hitchcock 
Presents 
*:00 SBI.-OOO Challenge 
«:30 IHighway Patrol 
«:00 Ed Sullivan Show 
80:00'What's My One 
aO:30 Loretta Young 


Show 


ttl:00 To be announced 
il:30 This Is the JLile 


KTBS-3 


6:30 Test Pattern 
1:00 First Methodist 


Church 


2:00 A Christian 
Layman's Witness ' 


2:15 Featurette Time 
i 


2:45 Society Page of 
" 


the Air 
{ 


00 First Baptist 
i 


Church 
i 


1:30 Zoo Parade 
; 


2:00 Wide Wide World 
3:30 'Outlook 
4:00 Meet the Press 
4:30 Danny Thomas 


Show 


5:00 Tales of the ?7th 


Bengal Lancers 


5:30 Men of Annapolis 
<6:<00 Steve Alien Show 
7:00 Alcoa Hour 
fi.-'OO Lor-etta Young 


Show 


«:30 Highway Patrol 
9:00 Warner Bros. Pre- 
sents "Cheyenne" 


10:00 TBA 
30:30 Warner Bros. 


Theatre 


82:00 Sign 'Off 


KSLA-12 


8:55 News 
'9:500 The Christophers 
3:30 Mission at Mid- 


Century 


10:00 Faith lor Today 
10:30 Herald of Trulii 
11:00 Hour ol Worship 
12:00 Window oh the 


World 


12:30 Wild ©fll Jfficltok 
fciflO JJews 
1:35 Industry on Parade 
3:3p The IL-ast Wora 
"£:W face !ttie Nation 


2:30 Horizons 
3:00 Lifeline 
3:16 The Sunday Show 
4:30 Air Power 
5:00 Sky King 
5:30 Lassie 
6:00 Science Fiction 


Theatre 


«:30 Marge & Gower 


Champion 


t)0 G-. E. Theatre 


7:30 Stories of the 


Century 


8:00 864,000 Challenge 
•8:30 Lone Wolg 
•9:00 Ed Sullivan Show 
0:00 TBA 
10:30 Final Edition 
10:45 This is the Life 
11:15 Vespers 


KXAR-1490 


Program Highlights 


t8:25 Unity Hour 
9:00 Rock ol Ages 
9:30 Horace Kennedy 
10:00 Radio Bible Class 
2:00 Sunday Afternoon 


Singing Convention 
<of file Air. 


HOPE STAR TV GUIDE 
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Paint Story 


KCMC-TV 


CHANNEL 6 


FRIDAY 


CHANNEL 6 
CHANNEL 12 


THURSDAY 
8:30 P.M. 


7*• 


Tfci ^e 


6r«y Theatre 


CHANNEL 12 


FRIDAY 


CHANNEL 6 


jfcil 
OD 
vv 


Do You trutt 
wl<>rs><" 
lnfe 


KCMC-TV 
TUESDAY 


CHANNEL 


HOrtStAR'iVGUIDE 


SATURDAY PROGRAMS 


KCMC • t 


7:15 Test :Paftern,- 


Music 
7:30 Captain Kangaroo 
8:30 Gene Autrey Show 
9:00 Susan's Show 
9:30 Fury 
10:00 Big Top 
11:00 Bids by Kids 
11:30 Film Fare 
11:40 News and Sports 
11:45 Dizzy Dean 


Warrhup 


11:515 Baseball,. Cincfin- 


• 
f nati vs. Nevy York 


£:i5kentucRy Derby 
3:45 This is the Answer 
4:15 First Baptist 


Church . 


4:30 Circus..Boy 
5:00 Annie Oakley 
5:00 Disneyland 
6:36 fcobiri Hood 
7:00 Gale S'torJm Show 
7:30 Hey Jeannie 
8:00 Jackie Gleason 


Show 


9:00 Gllnsfftoke 
9:30 Men of Annapolis 
10:00 Adventures of Jim 


Bowie 


10:30 Lawrence Welle 


Show 


11:30 Showtime 


KTBS-3 


7:30 Test Pattern 
8:00 Howidy Dobdy 
8:30 The Gumby Show 
9:00 Fury 
9:30 Cowboy Theatre 
10:30 Flin Is No Secret 
"10:45 Cartoon Time 
11:00 Tops for Toys 
11:30 Baseball Game ot 
the Week, Milwau- 
kee vs. Pittsburgh" 


2:00 Saturday Double 


Ffeature 
• 
- 
1 


4:00 Kefreshment Time 
4:30 Wrestling From 


Chicago 


6:00 Perry Como Show 
7:00 Caesars Hour 
8:00 George Gobel 
8:30 The Hit Parade 
9:00 Masquerade .Party 
9:30 People Are Funny 
10:00 Lawrence Weik 


Show 


11:00 Warner 


Theatre 


12:30 Sign Ott 


KSLA-12 


7:25 News * Weather 
7:30= Capt. Kangarodi 
8:30- Mighty Mouse 
9:00- Jet Jackson 
9:30 CWldrens Corner 
10:00- Quiz Down 
tO:30s Storybook House 
10:45 Off1 to AQventure 
11:00 YWCA Talent Time 
11:30- News 
11:45 Baseball Preview 
11:55 Baseball, Redlegs 


at Giants /' 


BrSOBig Picture^ 
•StOO Industry on Parade 
3:15 Kentucky Derby 
3:45 Window on, the 


.World 


4:30! Teen Time 
5:OOfOu'r Miss Brookk 
5:30- Treasure Hunt 
6: (NT Annie Oakley 
6:30 Buccaneers 
7:00 Oh Susanna 
7r30- Hey -Jeannie 
8:0ft Jackie Gleasoa 
"9:00 Gunsmoke 
9:30 Ford Theatre 
10:OftWyatt Earp-, 
10:3fr Final Kditiou 
10:45 Movie Premier^ 
12:0» Vesper* 


KXAR-1490 


HOPE STAR TV Guiee 


4:00 


KCMC-TV 


CHANNEL 6 


CHANNEL 6 
600P.M, 


BILL GILL 
AND THE 


NEWS 
1 


DRIVE OUT AND DIG OUR CRAZY CONf S. 


SHAKES AND MALTS. * * SMOOtH! 


Our Chorcool 


Long Hot Dogs 


&€:<:- 
^tr 
1- ~^ 


HOPE STAR IV GUI* 


TUESDAY PROGRAMS 


Bigest with 


!News<k Weather 


Crosby S,how 
Brighter feay 
Secret Storm 


Eancing Party 


H9:36 fffevorite Story 


OO Broken Arrow 
30 ^es^s and Weather 


16:330 "fflgst Pattern 


1?;55 SLocal 3STews 
JB^OO Borne 
S9:*0 tDhe Price Ss 


SUght 


39;30 "SVcuth or Conser 
: sguences 


ta.-«3Tac Tac {Dough 
ta:30tt dould Be You 


2:«0.«3ueen For » Bay 
12:45 JWodeni Romance 
3:«0 <Comedy IJBme 
3:»0 IBar 3 Kanch 


3>Ieivs 


•6:15 HdtUe Pascals 
46:30 a0isneylan{3 
^:30Or<ae TEheatre 
*:30 "Xelephone Time 


"Present 
11:30 As £he WorldlTurns 
32:00 OaoriOwen News 
32:10 Ag/Weaiher 


•Summary 
12:15 Window ion the 


World 
32:30 House Party 
'fcyQQ Big Payoff 
1:30 Bob HCcosby 
2:<00 Brighter Day 
2:15 Secret Storm 
2:30 Edge <of Night 
3:«Ql»is Holmes 
3:30 tii£e Wath 


E'lizabeth 


4:00 Al'sT^orrai 
*:30 Supenman 
S:»0-aaickey. Mouse Club 
"6:00 Early Edition 
(6:15 Your- CS^y 
*:30 Name "Xhat Tune 
7:«0 Eha Siizers 
•?;30 Red Skelton 
S:«Q2$64,OOO iQuestion 
S:30 Crass Curi'ent' 
S:80 To T^U She Truth 
9:30 Private Secretary 
3L0300 53r, Hudson 
aO:30 Final Edition 
10:45 NigM 
Theatre 


H2:«0 Vespers 


KX Alt-1490 


Haghlightt 


7:38 A. BL ILoc^l New» 


" 


HOPE STAR TV GUIDE 
U 


VH hfflvw ft wee' 


Special Offor 
MMCH UTM TC| M*V «1H 


FAMOUS 
PYRE X 


Only $2" 


YOU SAVE Jit 


Scrwwdrivcr 


Kit 


Slide Pjk tit 
includes hindjt. 
SscrewdnveT 
tlafles', 1 »ockrt; 
intension; »ti" 


••* $1 


yellow, green, pink 
turquoise. $1.98. 


« 


WftSTEIASKfT is 
fust-Qroof, dent 
proof-' Red, white 
yellow. Rink, fur 


S 


iibTse, tan, grey 
1.98: 
' 


No. 933 


cuttwy stttl bltdes 
!«•• boM «M nut won't 


MQ. 0150 


rtMHNCSNCAtS $16? 


SHOP THE ENTIRi STORE FOR 


HARDWARE WEEK SPECIALS 
APRIL 25TH THRU MAY 4TH 


HOPE HARDWARE CO. 


HARDWARE 


102 S. Elm St. 


FURNITURE 


^ Affc* 


APPLIANCES 


Phone 7-2271 


f PAGEJO 
i^ HOPE STAR TV GUIDI1 


THURSDAY PROGRAMS 


KCMC-6 


6.55 Local & Regional 


News 


7:00 Captain Kangaroo 
7:45 News 
7:55 Weather 


. 8:00 Qarry Moore Show 


8:15 Video, Varieties . 
9:30 Strike it Rich 
10:00 Valiant Lady 
10:15 Love" of Life 
.10:30 Search" for Tomor- 


row 
10:45 What One Person 


Can Do 


11:00 News 
:11: 10 Stand: Up and Be 


Counted 


11:30 As the World Turns 
12:00 Our Miss Brooks 
12:30 Farm Digest' .with 
: News & Weather 


1:00 The Big Payoff 
1:30 Bob Crosby Sh'ow 
2:00 Brighter Day 
2:15 Secret Storm 
2: 3ft Edge of. NigM 
3:00 Jimmy Dean Show 
3:45 Afternoon Show 
4:15 Adventure Theatre 
5:00 Mickey Mouse Club 
6:00 News, Bill Gill 


'• 6:10 Weatherman 
•. 


6:15 Douglas Edwars 


' News 
"f ' . ' " . ' 


6:3Q The Lorie, Ranger 
7:00 Bob-Cumrnings" :" 
' 
" T " 


' 7:30 Playhouse. 90 : 
- 9: 00 To be announced 


9:30 'Climax • r i 
'"> . 


10:30 Brdjken; Arroyf 
11:00 To be'arinounced 
11:30 News'.. Snorts -and 


' Weather* " 


11:43 Late Show 


KTBS-3 


6:3 Test Pattern 
7:00 Today 
7:25 Local News 
7:55 Local News 
8:00 Home 
; 


9:00 The Price is Right 
9:3,0 Truth or Conse- 


quences 


10:00 Tic Tac Dough 
10:30 It Could Be You 
11:00 Close Up 
11:30 Club 60 
12:30 Tenn. Ernie Ford 
1:00 NBC Matinee 
Theatre 
2:00 Queen For a Day 
2:45 Modern Romance 
3:00 Comedy Time 
3:30. Bar 3 Ranch 
6:00 Local News 
6:10 Weatherfacts; 


! 6:15 Little Rascals 
' 6:30 60,000 Penny 


Quizz 


7:00 Dr. Christian 
7:30 Tenn. Ernie Ford 
8.:O.Q_ Lux Video Theatre 
9:00 Grouctio Marx 
9:30 Dragnet 
' 


10:00 Jane Wyman Show 
10:30 News and^JVeather 
10:45 Musical Spotlight 
11:00 Tonight 
" 


12:00 Sign Off 


6:30 
V6-45- 


7:QQ 
7:15 
7:45 


KSUA-12 
Jimmy Dean 
Ark-La-Tek 
farmer 
Your Pastor. 
C4pt. Kangaroo 
CBS Sews' 
Stu Hyden 
Ag/Summary 
Ga.rry Mopre 
Arthur Godfrey 
Strike it Rich 
Valiant Lady 
Love of Life 
Search for To- 


8:00. 
8:30. 
9:30 
10:00 
10:15 
10:30 


morrow 


10:45 Guiding Light 
11:00 Ca.ddo Schools 


Present 


11:30 As the World 


Presents 


12:00 Don Owen News 
12:10 AgyWeather 


Summary 


12:15 Farm & Home 


Program 


12:30 House Party 
1:00 Big Payoff 
1:30 Bob- Crosby 
2:00 Brighter Day 
2:15 Secret Storm 
2:30 Edge , of Night 
3:00 Lois Holmes 
3:30 Life With 
Elizabeth 


4:00 Al's Corral 
4:30 Wild Bill Hickok 
5:00 Mickey Mouse Club 
6:00 Early Edition 
6:15 Frankie Laine 


Show 


6:30 Sheriff of Cochise 
7:00 Bob" Cummings 
7:30 Playhouse 90 
9:00 Code 3 
9:30 Climax 
10:30 Final Edition 
10.: 45. The Vise 
11:15 Vespers 


KXAR-1490 


Program Highlights 
Hear complete roundup 


of the local, state'and 
world news daHy"at'\ ' 
6:15 p. m., final new» 
each night at 9:45 . \:"• 


8:00 |». M: Tunes at the 


'... .Drive-to 
• * ; 
- 


HOPE STAR TV GUIDE 


SATURDAY 
CHANNEL 6 
CHANNEL 12 


8:30 


WEDNESDAY 
CHANNEL 6 
CHANNEL 12 


SUNPAY 


CHANNELS 
CHANNEL 12 


I^QNDAY 


CHANNEL 12 


"Voluntetr State" 


An»wff to Pr*v!oui 


, 
PBJ 


state flower 


in thisttate 


8 its Heeltoot 


termed by an 
earthquake In 


- 1811 
12 Protuberance 
13 Exist 
14 Bake chamber 
15 Indian weight 
16 Sea (Fr.J 
17 Require 
1II Czech river 
Id Creek letter 
20 Sea eagles 
21 Pronoun 
23 Sesame 
25 Tiny (Sept.) 
38 Social insect 
30 Beginners 
34 Number 
35 Duration 
37 Era 
38 Cereal grass 
39 Portal 
,41 Masculine 


appellation 


42 Infirm 
45 Appropriate 
' 46 Seine 
47 Winglike part 
49 Novel 
61 Eject 
84 Make lace 
56 Genus of 


maples 


60 Dreadful 
61 Pewter coin of 


Malaya 


62 Completed 
63 Press 
64 Blackbird 
65 Short jacket 
66 Canvas shelter 


CARNIVAL 


6? Diminutive ot 


Ronald 
•• 


68 Pause 
v 


1 Pfep&ition 
Uerucfftx 
3 Indolent 
4 Parches 
6 Moistened 
-6 Greek war god 31 Precipitation 
48 Perfume 


7 Earn 
32 Hideous 
30 Walker in 


8 Solitary 
monster 
water 


flState 
33 Chair 
51 Redact 


10 Sharp 
36 Lookout 
52 Mud 


11 Conclusions 
—— Is located 53 Metal 


22 Head covering 
at Chattanooga 55 Italian river 


24 That thing 
40 Scottish 
57 Home for 


25 Greek portico 
sheepfold 
doves 


26 Intend 
43 Dormant 
SSSonofSeth 


27 Against 
44 Measure of 
. 
(Bib.) 


29 Trampled 
cloth 
69 Lease 


W 


W 


51 - » 


IT 


0 . 


ma 


a n™ 


» i 


I1' 


By Dick Turn*. 


C 1»?7 J>y WE* Swlco, Inc. 


: "My husband just loved th« last permanent you gave 


me, ^ari^r-he^hought I did it myself}" 


VOI OLANCIS 


"6hi uys WiLih9u[dl«t htr uit lipitifik btcavii it 


k»ip^ thi bubbli gum «r« 


YtNt 


OUT OUR WAY 
•Jf J« Ri 


OUR BOARDING HOUSE 
With M.jc. 


e^A^CAESAR/AM OPIUM PIPE 1^^''^ P0|NT-tlTe 
BURKE^S MOOT|4.-«"THe POSTER OP JM TIME WAS COM^U 
MV CMAMPIOM IS KUIMEO/^VIHOSE^ CMASTtSE THAT 
BASe HANDIWORK IS THIS 8 
tfZJ( 
ORCHS mH A ' 


•*««• AS IF X.DIDMST KNOVJ-VI~' 
v^^v Ti?IP "to TUP 
r 
TWAT 6EELZE6UB OP MISCHIEF J^^ ^<<lt-JC7 1HB ^ • ] 


rUNNY BUSINESS 
•y 


WHAT KINP OF A 
APE VOL) ANYWAY? CANT 
I VOL) SHOW ME SOMETMING 
\ MOPE BECOMING? 


I \VI5M TO RETURN 


TMI5 HAT- 
IT WAS 


FORCEP 


IWEETIE PIE 


, * A 1 
A t K A H i A I 


•» ilHnli 


MORYYMCilCLI 
By Dick Coyalll 


WASHTUIBS 


•TLAI ^ TIT- 
- >»i T^^VI-%*. 


THIS, LAMP CM3*1 


U 


THAT PIP IT/ 
rr£ WORKING NOW/ 


a? I 
M. 
\o 
\ 


GWALLI f/^ 
IB 1H) In NtA 8i«lo«, Int. T.M. B.t. U.S. P«t. Oil. 


By Leilfa' 


WHVi yOU INSULTING LITTLE SNOBl FOR. 
VOUR INFORMATION), MV HBLP l£ O^EP 
TO STAYIUO IM BETTER DUWP^ THMO w$i 


AND HER BUDDIES 
*~^ 
m 
:.< 
:^ 


By Edgar Martin 


OVs, OViN 1' 


RUGS BUNNY 


UET'S SET ON WITH 
THE GAME, 0U6S! 
CAN'T YOU FIMD 


TME BALL? 


SUPE, 


BUT 
PON'T 


RU5HAAE, 
ELMO?,.. 


ALLEY OOP 
I DUNNO,Tfc-X,'..BUT 
\R-ER ALL, AN 


"AI.I. WSKT, "x AX WAS MAN'S 


SO VOUVE GOT A FIRST WEAFON, 


! WHATUL 1 SO IT SHOULD 


VOU'POWffH /BEACCORPED 


ITOUT HERE?/FULL HONOR,,, 


YEP.,, 


HIS \ NOW:-IT'S 


FIRST 
V- ATOMS 


WEAPON, \ HE 


By V. T. Hamlin 


1 
I THINK WE'Ll 
THAT'S RISHT, I 
LOOKS LIKE 
GET THROUGH 
ATOMS? ) FORGOT YOU'RE 


TO HIM THIS 


TIME, 
I PON'T /A, HUNDRED / OOP'S STILL 
GET IT/ ) YEARS BEHIND\ OUT IN THE 


US TWENTIETH V MISSISSIPPI 


CENTURA. 


SCIENTISTS. 


(SOMEWHERE, 


|>PJSCILLA'S POP 
By Al Yermeer 


[TODINNER.,.,, 
, 


TO ACT il^jA. LAOYJ 


THEN Wg'LL, (30 TO 
SHOW AND, I 'WANT YOU 
OTO ACT P\<5N1F\ED.' 


TAND ON THE WAV HOME, THEN 
^CAN WE STOP ACTINGf 


THIITOHY OP MAKTHA WAYNt 
By Wilion 


i wi'si»t«?Kf wenAvi PI w»u 


•; "yiEWs? 


' 
, '• \ ' ;f./' , /^',i^ 'vf?^|,.- f/ 7 '.' ;t' - 1 ' '' " ^ ! 
',».',, 


a^tiiitf^^ 


f*, 
- 
vi 
> 


.•^•w Mil 
HOM t f A > , MOM, A t K A N I A I 


Classified Ads 


A* Mill It IN Of f ies Day litort 


WANT AD RATES 


AD Wont Adi an pdyabli in 
«fl*8fTci but ads will bi accepted 
•Vtt tM telSphon* fifid 8cc6S)<S*J; 
ftifl accounts allowed With thi tW- 
•Sfttdnding the account It payabk* 


Jtdtement is rSrtd*r*d. 


If W6fdJ 
»«ts 
I Was 
1(830 
IM35 
• (•40 


i (M4S 


On* 
Ddy 
.45 
.60 
.75 
.90 


1.05 
1.20 
1.35 
1.50 


thfW 
Dayi 


.90 


).20 
1.50 
1.SO 
2.10 
2.40 
2.70 
3.00 


Jt« 
6fi. 
Bdyi 
Month 


1.50 
4.SO 


2.00 
6.00 


2,58 
7.SO 


3.00 9.00 
3.50 
10.50 


4.00 12.00 
4,50 
13.50 


100 15.00 


CLASSIFIED DISPLAY 
t flm* 
7se ftt inch 


. • tiRMt 
60S p«r Inch 


• tiffits 
50c per Inch 


fto»«» quoted above or« fof corv- 


'IKu'lve insertions. Irregular of ikip- 
«6t« ods will take the one-day rot*. 


All daily classified advertising copy 


frill 
be accepted until 5 p. m. for 


publication th* following day. 


i' 
The publishers reserve the rlsht to 


Mvli« of edit oil ddvertls»m«fit» of- 
feted fot publlcotlon and to reject 
any objectlonoblt advertising sub- 
mitted. 


<' 
.Initials of ont 
of more lettert, 


f ttpbfn of figures »uch as house Of 


Mlephone numbers count 01 one word. 


The Hope Star will not be resporv 
llbl* for errors In Want Ads uhlesl 
•rfors are called to our attention 


- tfter FIRST Insertion bf 'ad and then 
.far ONLY the ONE Incorrect Insertion. 
>HONE: PROSPECT 7-3431 


Hope Star 


Star •» Hot* lift; FMII 1*27 


:CMMlld«t«4 Jinuiry II, If2* 


PuMMwd every weekday afternoon by 


STAR NJIUSHINO CO. 
' 
C. I Palmer, Prnldtn» 


v Atab H. WeihbHm, SecyTre*. 


tll>14 South Welnut Street 


Hepe, Arkentet 


AIM. H. Waihburn, Mltor i Puhllihef 
MM H. Jenei, Moneflni Editor 
•eMl Perker, AOertliNii Mir. 
•e«r«e n. Hosmer, Mech. Supt. 


filtered 01 wcond-claii matter at 


MM Pert Otflce et Hope, ArkenMe, 


the Act et March 3, 11*7. 


.Memker ef the Audit turteH el 


Clrculetloni 


• 'Subscriprion Rotes (payable In 


odvonce)! 


•y carrier In Hope and neighboring 


$ .23 
p* -year ............. , ...... •. ....... . ..... 13,00 


By rriaii In Hempstead, Nevada, 


UFoytttt, Howard, and Miller coun- 
MdM 
" 
'• • 
• " ' " ' • ' 
ilOT •• 
' 
• 
• 
- 
• 
- 
' 
_ 
__ 


Orw rnontn ... ........... .......... ........ f ••> 
Thr^ monthi ................ ... ......... «••» 
Six monrhs 
................................ 
J-M 
, One year . ..... ... ............... . ..... »-SO 
All other moll — 


monv ............................. '•'• 


... 
NtM A«i»errhhit RepreieiiNitr*.iK 


'Arkonioi Dailies, Inc.; 1602 Sterick 


(do.; Memphis 2, Tenn.; 505 Texo. 


i S&.BIdg,, Dallait2.-T.xoi: 360 N. 


Mchloan Ave., Chicago 1, III.; oO f, 
M ft. New York 17, N. Y. ; 1741 


' irwbieot ' §Wg., Detroit 2, Mleh.; 
frminol Bldg., Oklahoma City 2, 


_,__.' •( "We" AMietam Prnti 
fvAMOciottd-Prtss ,!* •ntljlfd ew 


1 il*iv*!y rp the use for. rw*l cotton 
.; §t|ioll,thr locol news printed in tntt 
| ^Mpspapw 
oi-well as olhAP MM 


%'t 


HOUSE MOVING 
frw KstlmtUs — Insured 
;'- - Reasonable Rate* 
i We Buy and Sell Houses 
MACK HILLERY 


Ark. 
Phons M2-K-11 


GENERAL MECHANIC 


WORK ON CARS 
f RUCKS —TRACTORS 
SOOTIR'S GARAGE 


Iwy 47 —Wei* 3rd Street 


WHITE CROSS PLAN 


; HOSPITAL INSURANCE 
------ Life «nd Casualty Co, 


PAULOUIR 


.IWW 


SKATELANDm. 


Fer 


LAtO Aiuftiifttlffi Window Scf-eefll 


and 
dopH. 
FftSfi 
estimfttit 


Call Afidy Ahdfews 7-5867. Wei* 
thef'Whlppef Aluminum 
Awfl« 


ings. 
154 M«, 


1949 FORD, 4 door, Very 
clean. 


See Lynn 'Montgomery or call 
7-3361. 
244t 


949 FORB Truckt 6ood conditloft. 
Cheap. Box K, Hope Star. 
244H 


BUFFET table and chairs, .Solid 


walnut. Antique solid 
walnut 


bedroom suite. In perfect condl* 
tion. Deluxe Kenmore gas range( 
like new. Eleven 
Cubic foot 


Cold Spot ice ibox, in 
perfect 


condition. 
Two wool rugs. 0<i2 


rose red, 8-10 
<3rey and rose 


colonial pattern. Metal 
porch 


furniture, glider and two chairs. 
Window fan, 21 inch, yard tools. 
See Jack 
Carnahan, 301 Oak- 


haven. 


6 ACRE place. 3-Bedroom home, 
city edge. 10 Acre place. 5-Hoom 
home. $2750 only $750 down, See 
s for others. 


STROUT iREALTY CO. 


105 East Front 


254t 


00 
GROUND chicken 
feeders 5 


foot long. $1.80 each. E. O. Nor- 
veU, Hope, Kt. 4. 


For Rent 


ROOM Unfurnished 
apartment. 


.Private bath. Bills paid. 
808 


West 4th street. Phone 7-2247. 


.IX ROOM HOUSE. 812 West 4th. 
Dial 7- 2247. 
1-tf 


8 upstairs rooms with bath. Will 
rent all or any part to perma- 
nent tenant. 
Outside entrance 


on 3rd Street See B. L. Rettig, 
Diamond Cafe. 
10-tf 


/TODEiRN 6 Room House 
615 S. 


Elm. Phone 7-2894. Miss iLillie 
Middlebrooks. 
24-3t 


ROOM Apartment, newly decor- 
ated, reasonable rent. See at 607 
North Main or call 7-4413. 


24-3t 


Lett 


©Nf light fed muley head cow, 


8R8 young white face cow with 
Rtffns. Call Otis IValden, Phone 
"MSSf, 


ON iSfftfcfcf or in store some time 
a|s, square 
silk scarf mixed 


Colors, blue border. Finder call 
Mt&. JEltoett Jones, Telephone 7* 


3*WA¥ Pipe Threader - Wast Av< 


'D. Hoy Warren, 
Phone 


Servicei Otter**) 


IMt Us fehovate your old mat* 


tress. We specialize in pressuH* 
ted innefsprihg. 


COBB MATTRESS SttOP 
712 West 4th, Phone 7-2622 


RALPH Montgomery Market, cu* 


torn slaughtering. We have meat 
tot your deep freeze. See Us b*' 
fore buying. 
April 134 Mo. 


Custom 
Slaughtering 
and 


meat for sale, call Jess Morris. 
7*3678 or 7-2701. 


Ftttt PLUMBING — New and He* 


pair, Call -R. L. 
Ponder, 1012 


Foster Ave. Phone 7-2307. 


19-1 Mo. 


Business Opportunities 


Anita Beth Lambert 
Celebrates Birthday 
Anita Beth Lambert celebrated 


ler sixth "birthday with an Easter 
egg 
hunt given by her parents, 


Vtr. and Mrs. Carol Lambert on 
the lawn of their home on Friday 
afternoon. Prizes were won 
by 


Jrenda 
Harris, 
(Mellnda 
. Kay 


Brown and Anita Beth. . . 


The decorated birthday cake and 


ce cream was served to seventeen 
guests. Favors were Easter toas- 
<ets filled with Easter eggs. Mrs. 


mfoert was assisted by Mrs. 


Willie Lambert, paternal 
grand- 


mother of the honoree. 


RELIABLE PARTY 


IMALE 
or Female 
to service a 


route of 'Cigarette machines. No 
selling or soliciting. Routes are 
established for operator. 
Full 


or part time. Up to $260 
per 


month to start. $1100 to $2200 
cash required which is secured. 
Please don't waste our time un- 
less you can secure the neces- 
sary capital and are 
sincerely 


interested to eventually operate 
a $31,000 annual net business. 
Give full 
particulars, 
phone 


number. Write Box 8303, Minnea- 


polis, "Minnesota, for 
Information 


Interview. 
25^31 


The Negro 
Community 


Either Hloki 


Phon* 7^678 or 7-4474 


B. aV P. W. Club Meets 
With Mrs. Hesterly 
Members of the 
Business and 


Professional 
Women's Cluto en- 


oyed a social meeting on Tuesday 
evening 
in the 
home of Mrs. 


fhorne Hesterly. Miss 
Jimmie 


Nicholas and Miss Mary Jo Ham- 
Hon were.. 
assisting hostesses. 


The rooms were (beautifully de- 
corated 
with arrangements 
of 


spring (blossoms. 


Following 
the 
business ses- 


sion conducted by the president, 


s. J. W. Gist, the 
hostesses 


directed interesting quiz games. 


Dainty refreshments were serv- 


ed from the dining table covered 
with an embroidered cloth 
and 


centered with a ibowl of yellow iris. 


Mrs. J. D. Atkinson was a guest. 


dY Home, 700 South Pine. Com- 
pletely 
furnished, attic fan, 


Venetian blinds, double garage, 
large 
fenced in iback yard. IVfe 


Blocks 
from Garland ' School, 


See Doyle Reaves, .Reaves Bar- 
gain House, phone 7-2471 day, 
7-2693 night. 
25-3t 


N«tic« 


WE Buy - We Sell - We Rent 


REAL ESTATE' 


R. D. FRANKLIN COMPANY 


27-tf 


MOVING? Long Distance CaQ Col- 


lect 592. Free Estimates, Lower 
Rates. 


PRESCOTT TRANSFER 


It 


STORAGE CO. 


PRESCOTT. ARKANSAS 


15-tf 


MOORE Bros, will do your 
cus- 


tom Slaughtering : any time you 
please, Just lor the hide. Phone 
7-4431. 
' 1-tf 


Thought For The Day 


How to get yes for an answer— 


Robert Tyson, Ph. D. 


You'll find in this (brief feature 


points that will win 
-cooperation 


— and personal leadership. This 
s No. 2 in the series. 


Let People Feel Successful 
One of the most 
discouraging 


experiences is summed up in these 
words: "You 
could work 
your 


head off around here and" no one 
ivould notice it. The -Z only time 
ayone pays any -attention/.to you 
s when something goes wrong." 
Tell a man who .deseryes it that 


ie's reliable and conscientious. iLet 
lim know when 
he does- an un- 


usually good job. 


Jn a survey of seVeral .hundred 
housands 
'employees, a 
great 


)usiness association found 
that 


'Credit for all work done" rank- 
ed highest as a morale 
factor, 


vhile fair pay took third place! 


When you receve praise o.penly 


pass it on /to your staff. After all, 
hey helped you to get it! 


SUBSCRIBE Texarkana 
Gazette, 


Complete sports news coverage, 
KCMC-TV programs, early de- 
livery, 35c a week, 'Local agent 
Ray Duke, Phone 7-2743, 


10-1 Mo. 


'ROM wall to wall, no soil at all, 
on 
carpets cleaned.with Blue 


•Lustre, Hope Furniture Co., 
220 S. Main, Phone 7-5505. 
22-6t 


Female Help Wonted 


WOMEN • 
everywere » like Avon 


Cosmetics - there is an exclu- 
sive opportunity for you to be an 
Avon Representative 
in 
your 


neighborhood, 'Reply 
Mrs, L. 


Blackburn, (P. O, Bo* }004, Hot 
Springs, Ark. 
25-5t 


MAIPS For New York 
(Live In) 


A-l Jabs; to J80 montWy. rree 
room an dboar<3; fare adyanced; 
nicest 
families; 
fast 
action. 


Write Gem Agency, 35 Lincoln, 


Heights, N, Y, 
274t 


Funtrol Dirtetort 


Prompt 
AmPuJ»oct 
ffrvic*. 
- 
7W» of T-iHI, _ 
MO. 


OAKCRB8T nw«r»i Hpmt. lamr 
Met > t . AmbuUne*, tM * Hi 
,,, PhoBt ?.218I. 
IM Mo 


WANTED TO IUY 


Pins PwlBW99d by TrysK , 


Cut in weeds sr eth«rwli? 


HAROLD HENDRIX 
Ph«n« 74321 
1§th i, Indiana, Hepsi Ark, 


JAMiSMcLARTY 
GINfRAL AUTO REPAIR 


G A l « 


299 SOUTH EUM IT, 


Dulldoicr Work 


Funeral Announcement 


Funeral service for Mr. George 


Kelly will be held at Davis Chapel 
Methodist 
Church, North Hazel 


Street, Suday, 'April '28, at 2;30 p. 
p. Burial 
will ibe in 
Two-Mile 


Jranch Cemetery: 
Mr. 
Kelly is survived by his 


wife, Mrs, "Lucy "Kelly; one son, 
Mr. William Kelly, of Cleveland, 
Ohio; two sisters, Mrs. Adell Wal- 
ker, of Ozan, Arkansas, and Mrs. 
Lottie Aaron, 
of Mjnden, 
iLoui- 


iana; five brother?, JMessers Or- 
ange 'Kelly of Chattanooga, Ten- 
nessee, Walter Kelly, of 
Okla^ 


homa City, Oklahoma,- - Joe Kelly, 
of East St. (Louis,. linois, Calvm 
Kelly of Nashville, Ark,, and Jam- 
es 
Kelly, of 
Chicago, Illinois, 


numerous other relatives, 


Service will -fee 
conducted by 


Hicks 'Funeral Home, -Inc. 


NIW SET OF RULES 
MTTLE ROCK 'if - A.new set 


of safety rules pn excavation work 
has been drafted as a result of a 
cave-in here last month whigh took 
three lives, Chief Safety Engineer 
J. A. Pain of the state Labor P£- 
partment said today, 


Bain said trat a public Baring 


on the nesv rules probably will bg 
ield in May. 
'1"._L_______ 


Ltgal Notiet 


NOTI6i TO 60WTRACTOB8 OF 


THE POWiB PtAW AOOITJON 
AT 
THg HOPR! WATER 
* 


L.IGHT PLANT HOPEi ARKAN- 
§AS 
Sealed proposal?'- Ift 
steam Qeneratjog Equipment ana 
a structural SteeJ.BaJldJns 
receive4 at the ,,Citf Bail, 


Jr., Con 
Q^ 
f b«e 


an* then -wm:.bf jp 


opened an4 re'agl, J^ 
- " 


Information, pla&j; 
and the requjred, pr 
may be obtained 8B 
?5, 1957 from jj 
suiting gng 
st,, Houston 
sets Pi 
will be 
bidders pn 
oi a ch$< 
lars (|iQQ.(jo) 
Water and Witt 


<B^rifesd.3je, 
James ^ 


HsrPld lemis, Mar« 
y 'Beflais, Johnny Van. 
ey, gaajwny Oruste, Panny Hook,g, 


Allen Br§kin,e, Buiy ^ 
rry Jwes and Connie Rob,- 
ascgmpgnied 
Toy Thomas 


tion, to the C 
1857, 


desired, w\H be 
ceipt by ,the 
of ch^ks iox 


set, 


Prescott News 


W, M, U. eircie 5 mseti 
With Mi»s Butcher- 


Nine members of dircle 3 oi the 


W, M. U. of the 
First 
EapUst 


Church met on Monday 
after- 


looH in the home of Miss 
iLillie 


Butcher. 
Mrs. Roy Stalntqn, circle Chair- 


than, presented the' devotional and 
ed in prayer. The second 
chap- 


ter of the study "Pray ¥e" 
was 


taught toy Mrs. A. fi. Underwood. 


At the conclusion of the 
busi- 


ness session a dessert course was 
served by the hostess. 


Mrs. Carroll Bratton 
Complimented 
Mrs. Carroll Bratton 
was com- 


plimented 
with a surprise 
pink 


and .blue shower given by 
Miss 


Alice 
Grimer, (Mrs. Bill Gordon 


and Mrs. 
Virgil Daniel 'Jr., on 


Tuesday evening in the home of 
;he former. Pansies and iris in 'at- 
iractive arrangements 
decorated 


;he rooms. The honoree received a 
corsage. 


Games were played with prizes 


being won toy Mrs. Bill 
Ward, 


Mrs. Kenneth ILedbetter and Brat- 
ton whose .prize was her lovely 
gifts. 
' 


Mrs. 
N. R. Nelson and Mrs. 


•Cenneth 
Ledbetter assisted the 


lostesses in serving 
decorated 


cakes and - punch from the dining 
;aible covered 'with' a lace 
cloth 


over 
green. A white milk glass 


jowl filled with purple iris formed 
;he centerpiece. 
' 


There were twenty-four guests. 


J. Ed Smith Speaks on 
School Building 'Program 
, 


At Rotary Meet 
J. Ed Smith^ Superintendent 
of 


Prescott Schools was the speaker 
at the regular weekly meeting pf 
the Prescott lRotary Club or Tues- 
day noon at the Broadway Hotel. 


Archie Johnson had charge of 


,he program and introduced Mr. 
Smith who spoke on the "School 
Building Program" -and showed 
architect's drawings of proposed 
new ibuildings that would include 
,wo 
classroom buildings. 
One 


Building to toe located on the Ham- 
jy property adjacent to 
the high 


school building,and the other .build- 
ng to toe located on the Vandiver 
Droperty near the gymnasium of 
;he McRae School. 


Walter 
Bather of Hot 
Spring 


was a guest. 


odist Church were Br. and MfS. 
C. c. Tottubs, (Mrs. Floyd 
fiailey 


Mrs. O. '£. 'Martin, Mrs. O. fi.- 
WdWb, Mr. and Mrs. 6arl Soss( 
Mr. Bud Morris, 
(Mr. and Mfft 


bavid Lasiter, 
Rev. 3. Simpsoft 


and Mrs. ¥. P. Griffin of Gurdon, 
Mrs. Verna MdSwain of FloVdada, 
Texas, Mrs. Cecil Ostoorne of Ok* 
olona, Mrs. Jet Williams, Al Ml* 
liams, iMlss Dove Knott of Hope 
antl Mrs. Pete Lecourias of Arkad* 
elphia. 


Mrs. W. E. Hutchison of Little 


Rock was the Monday overnight 
guest of Dr. and Mrs. O. 0. Hirst. 


Mrs. John /P, Cox of Hope is the 


guest of Mrs. Clarke White. 


Rodney Hamilton of Little Hock 


was the Tuesday guest of 
his 


parents, Mr. and Mrs; K. S. Ham- 
ilton. 


Mr. and Mrs. Jack 
Stivers of 


Orange, Texas have toeen the gu- 
ests of relatives in Prescott and 
Gurdon, 


Freddie Moberg, Merilyn Lee, 


Glnclwin 
Connell and P. A. -£5* 


carre Jr., returned to Hendrix 
College, ,'Conway on Tuesday af- 
ternoon after a visit with their par- 
ents. 


Milwaukee 
Brooklyn 
Philadelphia 
Cincinnati 
New York • ' 
Chicago 
Pittsburgh."' 
St. Louis 
••'.' 


(Mr. and (Mrs. Herbert X)awson 


Jr., have returned . to 
Houston, 


Texas after a visit with Mr. and 
'Mrs. A. E. McGuire and Mrs. Mil- 
dred Dawson. 


Mrs. Claud Cox returned Tues- 


day from Laurel, (Miss., where she 
was the guest of Mr. and Mrs. 
J.-E. Wurtz. 


Coaches Win Fish 
Derby Divisions 


HOT SPRINGS (/P) — Two High 


school football coaches have 
wqn 


in two divisions of the Hot Springs 
Amateur Fishing Derby, 


Joe Ensminger, Trojan football 


coach, yeserday snagged a 6-lb., 
6-oz. largemouth black bass in the 
resident category. Don Hicks of 
Benton landed a 5-lb., 7-oz.' catch 
in the visitor division. 
' 


C. B.' Haynie, 
assistant 
line 


coach of the Trojans, got a 1 lb., 
5-oz., smallmouth tolack ibass. John 
L. Sullivan of North Little Rock 
hauled in a 3-lb., 11-oz. bass in 
the visitor bracket. 


The 13-day derby went into its 


seventh day today. Anglers 
are 


trying their luck at Lakes Cather- 
ine, Hamilton and Ouachita near 
here. 
Other winners yesterday, with 


resident division listed first: 


White bass' — Gerald Sheffield 


of Mountain Pine, 2 Ibs., 6-oz., Ed 
McDonald of Ellenberg, -Wash., 2 
Ibs. -oz. 
Crappie — Kirby T. Mitchell of 


Hot Springs 1 lb., 13'/2-oz.', R. D, 
Johnson 
of Kilgore, Tex., 2 lb., 


Low Bid on Air 
Base Access Road 


LITTLE ROCK MV-An apparent 


low bid on construction of a 4-lane 
Access road at the Little Rock Air 
Force Base was submitted 
by 


Keaton Construction Co. of Jack- 
sonville, U.S. Engineers 
officers 


here annouced today. 


The Jacksonville company 'bid 


•$163,7311 compared to .the govern- 
ment estimate of $184,740, Other, 
bids were $164,464 by Ben M. Ho- 
gan & Co, of Little Rock, $180,229 
by APP Construction .Co, of North 
Little Rock and $200,29 'by T. F. 
Scholes of Arkansas Inc., of Can> 
den, • 


Wallace Sage Head* 
Methodi»t (Merj'i Club 
The monthly meeting of the Me- 


thodist Men's CWb was held at the 
church Monday evening, A potluck 
supper was enjoyed toy the forty., 
;hree members that were present, 
BUI 
Gates, president, presided, 


Fpeman -Ligon gave the invocation 
and Jeff (Livingston led in group 
singing, 


Carroll Bratton presented 
the 


program 
on 
the 
All Merrf* 


tier 
Canvas 
which the Iqgal 


church 
will 
take 
part 
irt 


along 
with. 
other 
.Methodist' 
hurches. jn the Little Rock Con,, 


ference. A «kit entitled "An Ap'? 
proaph 
to 
Secyring 
a 'Pledge^ 


From AU Member* of the 
Ghur.- 


ph" 
W9S given fey BUI Gates, 


Dr. N?wt§ 
Nelson and Wallaqe 


igage. iRev, Alfred P^Wack gave a" 
short talk on the importance 
qf 


each memifeey making a pledge and 
stated that all 
pledges received, 


would toe dedicated at the morn': 
ing worship service Sunday, May 
s. it was decided that members pf 


e Club WQUW fill the phoir 
at 


the evening service gunday, April 
28. 


Plfipers sleeted for the new year 


were 
P-resident, Wallace Sage; 


ceTpresident! Carroll • Bratton; 


Secretary JJro Yancey; Treasurer, 
H. IB. Borris. The cjub. voted 
t« 
ve g pot }uc)s supper at the May 


meeting. 
Asa kewis voiced the 
closing prayer, 


" day at yef 


Bjy,ly Afaoid von one of 
the 


.th,o«ig Irow out ox 


fuo&ra} 
services 
on 


COLISEUM 


HOPE, ARK. 


MAY 1st 


STARS OF COAST TO COASI 


ERNEST TUBB 


A 


KITTY WELLS 


JOHNNtE& JACK 


* 
WILBURN BROS 


IHt ItNNlSMI Ml 
B ( j r s 


IN ADVANCE 
ONLY,.,,*. 


At Door U5 KidiMc, 
TICKITS ON iALI NOW 
Crcsecn^Drug^Storo 


iUT NftW ^ SIM Mwwy 
Iti 'jfr |h»«rti Mftop 
---*•&* 9t»Mlifa 


Standings 


S8yfH§R 
WLPc-, 


WefftphiS 
1(5 2 .833 
Nashville 
io s 
M1 


Atlanta 
f 6 .538 


Mew 
fifleafis 
6 6 .600 


ehatanooga 
6 9 .400 


Birmingham 
6 6 .385 


Little Rock 
3 6 .333 


Mobile 
4 9 .308 


SB 


Si/a 
4 


Memphis 5Y tittle flock 4 
Atlanta 3, Chattanooga i 
Nashville 11, Birmingham 4 
New Orleans ?, -Mobil fi 


Teday'a Qames 


Little R6ek at Memphis 
Atlanta at Chattanooga 
Birmingham a tNashville 
New Orleans at Mobile (2) 


NATIONAL LEAGUE 


W L Pet GB 


t 1 .815 
6 2 .750 1 
4 4 .500 3 
4 5 .444 3te 
4 
5 .444 
3Vfe 


a 5 .357 4 
3 6 .333 
4</2 


2 5 .286 4'/2 


Vetterday's Re'u'ts 


Philadelphia 5, New York 0 
Milwaukee 0, Cincinati 2 
Pittsburgh 7, Brooklyn 1 
St. Louis at Chicago (ppd, rain) 


Today's 'Games 


Brooklyn, at Pittsburgh 
"New York at Philadelphia 
Milwaukee at Cincinati 
St. Louis at Chicago' 


AMERICAN LEAGUE 


Chicago 
Boston 
New 
York ,,._ , 


Kansas City-? 
Baltimore:*"1-" 
Cleveland 
Detroit 
Washington 


W L Pet. GB 


6 1 
6 3 
6. 3 
5 5 
4 5 
3 5 
3 6 
3 7 


1 


.857 
0.67 
.625 ,l'/a 
.500 21/2 
.444 3 
.375 
3</2 


.333 4 
.300 4'/2 


Yesterday's^ Results 


Boston 6, New York 2 


•t Detroit 5, Cleveland 0 
. Baltimore 4, Washington 3 
Chicago 4(,< Kansas City 3 . 


To'oay'i Games 


Boston at New York, , 
Detroit at 'Cleveland i 
Chicago at Kansas City 
Washington !at .Baltimore 


Police Hope to 
Find Robbery Loot 


SUFFIELD,-; Conn., (M — 
Police 


puzzled over a,calendar today 
in 


hopes of finding $66,000 in. missing 
loot from a payroll robbery. 


The robber can't help them. IHe 


shot himself,:to.death-alter killing 
an FBI agent with one shot when 


Cxptniti Illtf •! 


Judge 6. Moyd Mutt feas told a 
Montgomery doUHtjr jgf'ftttd 
Jufy 


that a $230 efcpfeftse appropriation 
tot the county's Mduse represent- 
ative last November' apparently 
was invalid. 


ftev. Ode MaddoX is ft .the Mont* 


gomefy representative but 
Huff 


did not mehtiott him b? flame. 


The jury may use its' oWft judg- 


ment about investigation 
of the 


rnatef, Huff said yesterday. 


Maddox, corhmenlittg later 
on 


Muffs instructions to the panel, 
termed them "Vindictive." 


The legislator said "the judge 


is just taking out after me" bti- 
cause of a bill MaddoJc introduced 
in the 1957 General Assembly to 
strip Muff of sole power to piek 
jury commissioners in his district. 


Gov. Orval FaubUsi Vetoed the 


bill and Maddo has filed & man- 
damus action suit in an effort' to 


police cornered him in his sister's 
house. 


Police claimed that Francis Ko* 


lakowski, 42, of Hartford, shot his- 
wife to deatn March 29, and pulled 
the Hartford Machine Screw 
Co. 


payroll robbery in Windsor 
tsvo 


weeks later. Then he slipped Into 
the woods without a trace. 


They scoured the woods for him, 


without result. They 
found out 


later. He had a carefully construct" 
ed underground 
shelter, with 
a 


stove and supply of food and wa- 
ter, liven his clothes hung neatly in 
plastic bags in the dugout, Which 
must have taken months to build. 


The calendar was found in the 


underground shelter, ill had myster- 
ious dots around certain numbers. 
Police hope they can untangle the 
code, if such it is, .and find the 
rest of the missing .money. 


e c e t i l t veto ^alllJR* 
is pefidihf In PulaSki Charifceilof 
Muff* 0. Reeds court. 
. 


tfulf told the grand jury it had 


beefi reported to him that that 
the $250 expense claim was filed 
against the county. He said he 
had been advised by the state 
at- 


torney general's office and by an 
auditing official that the approp*K 
atioh was iftvalid. 


Paul Howard 
And His Arkansas 
COTTON PICKERS 


• At Marhis 
• Billy Jordan 
• Comedian Les 


Willord 


• And Others 


SATURDAY NIGHT 


APRIL 27th 


8 P. M, 


/Hope High School 


Auditorium 


Admission - 50e & 1.00 


Sponsored by V. F. W. 


ANNOUNCING... 


OUR PHONE NUMBER IS 


PRospect 7-3829 


C. D. Hare & Son Seed Store 


(Formerly McWilliams Seed Store) 


Installation cost . . . $1.50 •„ 


GUARANTEED FOR 
LIFETIME OF CAR 


COMPLETE 


24 Hour Wrecker Service 
Open 7 Days a,Week 


Glass For All Makes of Cars — Installed, While .You Waltl 
Wylie Glass & Salvage Co. 


West 3rd 8t 
HOPB, ArlK. 
Phone 7-2788 


FULL-LENGTH 
SOUND FILM 


Presented By 


Evangelist 


CHRISTIAN HILD 


SUNDAY NIGHJ 


7:30 P. M. 


i Evangelist ChrisHan Hild 


1 'IHE FURY OF THE ATOMIC 


BOMB - AND THE TITAKIC 


EXPLOSION OF THE H-BOMB 


• S|E power bomb e*plo»ioni in breath-taking color! 
• SEE what atom bomb blafti could do to cttiei Mk« London, New York, 


Chicago and Son Froncitco! 
. 
. „. 
1Jf , 


t SEE how the ipectaculor H-bomb eiploiion produced 'the world's largest 
fin boll" and blotted on island right out of the ocean! 


f ,HEAR and SEE President Eisenhower'! "power bom|>" speech; frorn Wash* 
• 
• jngton, Di C. 
. 


Plus Famous Picture Lecture! ; 
"1957 IN BIBLE PROPHECY" 


9:45 n, m. 
11:00 A. M. 


C tv-wide Sundoy School Roily 
with fhrilliRf platform proiram 
by Ivfnfelilt Christian Hild, 


Eyanaeliit Christian 
ic! "God's Speeip Delivery 


ro City of Hoye/M 


CHRISTIAN HILD 


CRUSADE CONTINUES ,,. 


nfi More Wwk *MOHTMf ft 7il0 Inept 
Color Films • 
Dynomic Sermons t r Sntcjol 
GOSPEL 


